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19.  Antiserum  was  raised  in  rabbits  against  DNA  treated  with  mustard  gas, 
which  was  used  for  the  development  of  an  immunochemical  assay  for*che 
screening  of  supernatants  of  hybridomas  for  specific  antibody  activity. 
Mono-  and  di-adducts  at  the  N7-position  of  guanosine-5-phosphate  were 
sythesited  for  use  as  haptens  to  generate  monoclonal  antibodies  against 
such  adducts  in  DNA.  After  immunization  of  mice  with  the  monoadduct  hapten 
bound  to  a  carrier  protein,  several  hybridomas  were  obtained  producing 
antibodies  which  recognize  the  monoadduct  of  mustard  gas  containing  an 
Intact  imidazolium  ring  and  show  a  low  cross-reactivity  cowards  other 
guanine-adducts.  Several  milligrams  of  one  of  the  antibodies  are  now 
available.  K7-guanine  sMnoadduet  with  mustard  gas  could  be  detected  with  a 
specificity  of  one  adduct  amongst  5.2x10^  unmodified  nucleotides  in 
single -stranded  UNA.  A  procedure  was  developed  to  make  double -stranded  DNA 
single-stranded,  allowing  detection  of  N7-adduccs  in  single-  and  double- 
stranded  DNA  at  a  similar  sensitivity.  Adducts  in  white  blood  cells  can  be 
detected  after  exposure  of  human  blood  to  mustard  gas  concentrations  as 
low  as  2  aM.  With  the  same  antibodies  an  immunofluorescence  test  was 
developed  which  detects  local  daouige  in  human  skin  due  to  exposure  to  Ct 
values  of  mustard  gas  vapor  that  do  not  cause  blister  formation.  Adducts 
of  mustard  gas  to  proteins  auiy  slsc  be  used  to  establish  exposure.  It  wss 
shown  that  much  more  mustard  gas  in  blood  binds  to  hamoglobin  than  to  DNa. 
Hemoglobin  was  alkylacad  at  the  amino  group  of  the  N-terminal  valine  of 
Che  o-chaln  afcac  treatment  with  mustard  gas.  The 
hydroxyethylthioethyl ).subacicucad  N-ctrminal  heptapeptide  was 
•ynchasitad.  Antibodies  raised  egainat  this  peptide  bound  to  a  cartitr 
protein  discriminated  between  hemoglobin  and  mustard  gas-traaced 
hemoglobin,  but  were  of  the  IgM  type.  Similar  results  were  obtained  when 
using  chicken  gammaglobulin  alkylacad  with  mustard  gas  as  an  antigan. 
Simple  model  compounda  for  nucltophilic  amino  acids  in  proteins. 
CH3C(0)IIH-CH(Y)-C(0)NHCH},  have  been  exposed  to  muaterd  gas  in  order  to 
identify  the  mejor  reaction  products  and  to  acudy  the  relative  reaction 
retec  o'  emltio  ecids  with  mustard  gas.  Cyatelna  it  by  far  tha  moat 
suscaptibla  model  peptide  wich  regard  to  alkylation  by  mustard  gas. 
Attampta  ware  made  to  tynchaalze  a  cetrapeptide  hapten  containing  the 
cysceina  adduct  Also  for  use  as  a  hapten.  gly-gly-gly-glu-5-(2‘ - 
hydroxyethylthioethyl)  eater-l-amide  was  tyncheaizad. 
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SUMMARY 


The  use  of  mustard  gas  in  the  I  ran- Iraq  War  and  the  rapid 
proliferation  of  chemical  weapons  in  several  Middle  East  and  Third 
World  countries  has  stressed  the  need  of  reliable  methods  to 
establish  poisoning  with  chemical  warfare  agents.  Therefore,  we  are 
developing  methods  for  retrospective  detection  of  adducts  of  mustard 
gas  to  DNA  and  proteins,  which  may  have  a  life  span  of  several  days 
or  even  weeks  after  poisoning.  In  order  to  achieve  high  sensitivity 
and  specificity,  immunochemical  detection  techniques  are  developed. 
Such  techniques  allow  a  selectivity  of  one  modified  nucleotide  among 
about  10^  unmodified  bases  in  DNA  and  a  minimum  detectable  amount  in 
the  femtomolar  range. 

For  use  as  markers  in  the  identification  of  mustard  gas -adducts  in 
calf -thymus  DNA  or  in  human  white  blood  cells,  we  have 
(re) synthesized  and  characterized  several  adducts  of  mustard  gas  with 
guanine  and  adenine.  Based  on  the  work  of  Brookes  and  Lawley  we  have 
obtained  N7- (2 ' -hydroxyethylthioethyl) -guanine,  the  corresponding  di- 
adduct,  i.e.,  di-(2-guanin-7' -yl-ethyl)  sulfide,  andN3-(2’- 
hydroxyethylthioethyl) -adenine.  A  route  of  synthesis  was  developed 
for  06'(2’-hydroxyethylthioethyl)-guanine  and  the  corresponding  2'- 
deoxygiianosine  derivative.  Alkylation  experiments  of  2'- 
deoxyguanosine  with  mustard  gas  in  neutral  aqueous  solution  have 
shown  that  the  hitherto  unreported  Nl- (2* -hydroxyethylthioethyl) -2’- 
deoxyguanosine  adduct  is  also  formed  as  a  minor  reaction  product. 

The  N7 -substituted  monoadduct  of  guanine,  N7-(2' -hydroxyethyl • 
thioethyl) -guanine,  was  shown  to  be  the  major  adduct  in  experiments 
with  double -stranded  calf-thymus  DNA  and  human  white  blood  cells 
exposed  to  [^^Simustard  gas.  The  N7-guanine  di-adduct  and  the  N3- 
adenine  adduct  were  formed  to  a  lesser  extent.  The  06-guanine  adduct 
was  not  detected  with  the  available  techniques,  suggesting  that  this 
adduct  might  be  present  only  in  trace  amounts  (less  than  O.^X  of 
total  detected  radioactivity),  if  present  at  all.  For  double -stranded 
calf -thymus  DNA.  the  three  detectable  adduct  peaks  represented  ca. 

90X  of  all  radioactivity. 

Mustard  gas  appeared  to  be  a  very  effective  alkylating  agent  for 
bases  in  DNA.  Even  in  blood,  with  a  variety  of  reactive  sites,  1  out 
of  124  guanine  bases  was  alkylated  to  form  the  monoadduct  at  N7  of 
guanine  upon  exposure  to  I  mN  mustard  gas.  Crosslinks  due  to  exposure 
to  mustard  gas  were  determined  with  our  recently  developed  "alkaline 
elution*  SMthod  in  cultured  Chinese  hamster  cel  is,,  as  well  as  in  the 
nucleated  cells  of  exposed  human  blood.  The  do limit  of  cross¬ 
links  in  the  former  cells  is  at  0.*)  pH  mustard  gas,  which  is  in  the 
biologically  relevant  dose  range  since  37X  of  the  cells  are  still 
able  to  form  colonies  after  exposure  to  1.4  pM  mustard  gas.  At  4  h 
after  exposure,  most  of  the  crosslinks  had  disappeared,  either  by 
proper  repair  or  reaulting  in  "other  DNA - damages , * 

After  immunization  of  rabbits  with  calf-thymus  DN/>  treated  with 
mustard  gas.  we  obtained  the  antiserum  V7/10  with  e  high  apecificity 
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for  DNA  adducts  of  mustard  gas.  With  this  serum  a  method  for  the 
screening  of  supernatants  of  hybridomas  for  specific  antibody 
activity  could  be  developed  and  optimized,  in  which  single-stranded 
calf -thymus  DNA  expo.sed  to  10  /iM  mustard  gas  was  used  as  coating 
material  at  50  ng  per  well.  A  competitive  ELISA  was  developed  in 
which  mustard  gas  adducts  to  DNA  could  be  detected  with  a  minimum 
detectable  amount  of  a  few  femtomoles  per  well,  and  a  selectivity 
which  allows  detection  of  one  monoadduct  at  N7  of  guanine  amongst 
1.3x10^  unmodified  guanines. 

The  immunochemical  methods  tor  this  study  are  aimed  to  detect  damage 
due  to  exposure  to  mustard  gas  in  easily  accessible  biological 
samples,  i.e.,  human  blood  or  skin  biopsies.  In  these  samples  the  DNA 
is  present  as  double -stranded  material,  in  tight  conjunction  with 
nuclear  proteins.  An  optimal  detection  of  adducts  requires  adequate 
methods  to  disrupt  the  cell  wall  and  to  release  the  DNA  without 
changing  or  destroying  the  adducts.  After  exposure  of  double -stranded 
and  of  single -stranded  DNA  to  the  same  concentration  of  mustard  gas, 
an  approximately  13-fold  larger  amount  of  double -stranded  than  of  the 
single -stranded  material  is  required  for  effective  competition  in  the 
ELISA  test,  although  it  contained  at  least  as  many  adducts  as  the 
single -stranded  DNA.  This  difference  is  probably  the  result  of 
Interstrand  crosslinks  formed  by  mustard  gas  and  of  shielding  by  the 
complementary  strand  which  prevents  optimal  presentation  of  antigen. 

A  simple  alkaline  denaturation  of  double -stranded  DNA  gave  single- 
stranded  material  in  which  the  adducts  were  no  longer  recognized  bv 
the  antiserum,  probably  due  to  ring  opening  of  the  imidazolium  ring 
of  the  N7-adduct  of  guanine.  Several  alternative  ways  to  make  DNA 
single -stranded  were  tested.  After  treatment  with  a  combi.ution  of 
low  concentrations  of  formamide  and  formaldehyde  at  low  ionic 
strength,  the  double- stranded  DNA  gave  a  stronger  inhibition  than  the 
single -stranded  material.  In  agreement  with  a  higher  content  of  N7- 
adducts.  When  this  procedure  was  applied  on  DNA  from  human  white 
blood  cells  exposed  to  1  mH  mustard  gas.  the  minimum  detectable 
amount  of  adduct  in  the  competitive  El  ISA  was  about  20  times  as  high 
ss  the  detection  limit  for  mustard  gas-treated  Isolated  DNA,  probablv 
as  a  result  of  the  above-mentioned  complications  such  as  shielding  by 
proteins,  it.  is  expected  that  further  improvements  can  be  obtained  bv 
developing  imore  efficient  mecnods  for  release  of  DNA  from  cells 
without  destruction  of  the  oiustard  gas  adducts.  Presently,  adducts  in 
white  blood  cells  can  be  detected  after  exposure  of  human  whole  blood 
to  mustard  gas  concentrations  as  low  as  2  oM. 

Ue  developed  methods  for  the  synthesis  of  mono-  and  di -adducts  of 
mustard  gas  at  the  N7-positlon  of  guanoslne- 5* -phosphate  for  use  as 
haptens  to  generate  monoclonal  antibodies  against  such  adducts  After 
iSMMinizarlon  of  mice  with  the  monoadduct  coupled  to  a  carrier-protein 
via  the  phosphate  sKtiety.  we  obtained  several  hvbridomas  producing 
monoclonal  antibodies  which  recognize  the  N7*guanine  monoadducts 
containing  an  intact  imidazolium  ring.  The  sensitivitv  of  the 
ccMspetitivc  ELISA  with  the  monoclonal  antibodies  was  comparable  to 
that  of  the  assays  performed  with  polyclonal  W7/10. 
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Two  monoclonal  antibodies  appeared  to  be  quite  specific  for  the  N7- 
raonoadduct  of  mustard  gas  to  guanosine-5' -phosphate  with  Che  intact 
ring.  This  ring-closed  adduct  can  be  detected  at  a  two  orders  of 
magnitude  lower  level  than  the  free  guanosine  derivative. 

Furthermore,  the  antibodies  have  a  low  cross-reactivity  towards  N7- 
methyl  guanine,  to  the  N7 -mustard  gas  adduct  to  guanine,  and,  rather 
strikingly,  to  the  06-mustard  gas  guanine  adduct.  No  cross-reactivity 
was  observed  with  guanosine  monophosphate.  One  subclone  has  been 
cultured  further,  and  the  antibodies  in  the  supernatant  were 
collected  and  purified.  Several  milligrams  of  these  antibodies  ire 
now  available,  of  which  ca.  2  ng/well  are  needed  in  the  competitive 
ELISA.  Supernatant  and  purified  antibodies  can  be  stored  for  months 
at  -20  oc. 

In  preliminary  experiments  performed  with  the  same  antibodies  we 
demonstrated,  by  means  of  immunofluorescence  microscopy,  the  presence 
of  the  N7 -adduct  in  human  skin  biopsies  exposed  to  dosages  of  mustard 
gas  vapor  that  do  not  yet  cause  blister  formation.  The  adducts  were 
still  detectable  at  48  h  after  exposure. 

Since  mustard  gas  binds  only  1.9  times  more  efficiently  to  DNA  than 
to  proteins,  immunochemical  dosimetry  of  exposure  to  mustard  gas 
based  on  protein  adducts  might  be  advantageous  in  view  of  the  almost 
300-fold  larger  amount  of  protein  than  of  DNA  in  blood,  provided  that 
the  protein  adducts  can  be  concentrated  by  way  of  purification. 
Therefore,  we  started  the  development  of  an  immunochemical  assay  for 
the  detection  of  adducts  to  hemoglobin.  We  found  that  70X  of  the 
mustard  gas  adducts  to  globin  are  acid-  and/or  alkal i -labile ,  which 
indicates  that  enzymatic  degradation  to  peptides  and  amino  acids 
might  be  a  more  viable  approach  to  identification  of  the  adducts  than 
the  standard  approach  Involving  complete  degradation  into  amino  acids 
by  means  of  acid  hydrolysis.  In  this  context  we  have  concentrated  otu* 
efforts  on  the  N-terminal  heptapeptide  val -leu*ser-pro-al a-asp- I ys 
from  the  a-ch«.n  of  hemoglobin,  which  can  be  conveniently  isolated  by 
means  of  HPLC  atcer  tryptic  digestion  of  the  protein.  The 
heptapepclde  was  obtained  by  means  of  the  solid  phase  synthesis 
method,  and  mono -substituted  with  mustard  gas  speciflcaily  at  the 
free  o-amlno  group  of  valine. 

If  was  demonstrated  that  the  same  alkylated  heptapeptlde  Is  formed 
when  hemoglobin  Is  treated  with  mustard  gas  and  subsequenlly  digested 
with  trypsin.  Nice  were  immunized  with  the  N-(2'-hydroxyethylthlo- 
ethyl )• substituted  heptapeptide  coupled  to  a  carrier  protein  and 
hybridoMS  were  generated  via  cell  fusion  experiments.  Three  clones 
were  selected  which  produced  antibodies  that  discriminated  between 
hesmglobln  and  mustard  gas-alkylated  hemoglobin  in  the  direct  Rt.tSA, 
but  only  when  hemoglobin  has  been  exposed  to  high  mustard  gas 
concentrations.  Moreover,  the  antibodies  were  of  the  fgM  type,  which 
cannot  be  used  in  a  competitive  P.l.tSA.  New  fusions  aiming  at  tgC 
ant i body -producing  hybridomas  did  not  yet  succeed.  As  an  alternative, 
chicken  gammaglobulin  was  alkylated  with  mustard  gas.  Immunization  of 
a  mouse  and  fusion  of  spleen  cells  yielded  several  hybridomas 
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hybridoroas  producing  antibodies  that  di jcriini nated  between  native  and 
alkylated  (5  mM)  hemoglobin,  but  all  were  of  the  IgM  type. 

Since  little  is  known  about  the  reactivity  of  mustard  gas  towards 
individual  amino  acids  in  proteins  or  the  structure  and  stability  of 
the  adducts,  we  have  studied  the  alkylation  of  simple  model  peptides, 
i.e.,  N-acetyl -amino  acid-methylamides  ( CH3C(0)NH-CH(Y) -C(0)NHCH3 1 , 
in  which  Y  represents  an  amino  acid  side  chain  that  can  be  alkylated 
by  mustard  gas.  So  far.  we  have  identified  the  major  reaction 
products  with  mustard  gas  in  aqueous  solution  of  such  model  peptides 
derived  from  aspartic  and  glutamic  acid,  histidine,  cysteine,  and 
methionine  as  well  as  from  the  model  peptide  NH2CH(i-Pr)C(0)NHCH3 , 
which  served  to  investigate  the  reactivity  of  the  a-amino  group  in  an 
N-terminal  valine.  The  primary  reaction  products  were  synthesized  by 
means  of  independent  routes  and  were  used  to  study  the  relative 
reaction  rates  of  the  various  model  peptides  with  mustard  gas  in  a 
competition  experiment.  Mustard  gas  showed  a  high  preference  for 
reaction  with  the  thiol  moiety  in  the  model  peptide  derived  from 
cysteine . 

Since  the  cysteine  model  peptide  turned  out  to  be  the  most  reactive, 
we  have  attempted  to  synthesize  S-(2* -hydroxyethylthioethyl )-cvs-glv- 
gly-gly  as  a  hapten  to  generate  monoclonal  antibodies  which  recognize 
protein  adducts  in  skin  biopsies.  For  the  same  purpose,  glv-gly-glv- 
glutamic  acid-5- ( 2' -hvdroxyethylthioethvl )  ester- 1 -amide  was 
svnthecized. 
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I .  INTRODUCTION 

Several  incidents  in  the  recent  past  have  illustrated  the  need  for 
unequivocal  methods  to  verify  exposure  of  humans  to  chemical  warfare 
agents.  The  most  straightforward  case  was  the  large  scale  use  of 
mustard  gas,  and  possibly  also  of  tabun  and  sarin,  in  the  Iran- Iraq 
War  (1).  With  severe  casualties  in  hospitals  all  over  the  world, 
analyses  of  agents  and  metabolites  had  to  be  improvised  and  gave 
inconclusive  results  (2).  The  controversies  with  regard  to  the  use  of 
trichothecenes  as  an  agent  ("yellow  rain")  in  Southeast  Asia  which 
arose  from  the  analyses  of  environmental  and  biological  samples  were 
widely  publicized,  and  have  been  reviewed  (3).  Rather  recently, 
rumors  were  spread  that  agents  had  been  used  against  Units  troups  in 
Angola  (4-6).  Samples  from  the  casualties  were  analyzed,  with 
disputable  results.  In  the  more  distant  past,  the  alleged  use  of 
agents  in  Yemen  could  not  be  confirmed,  due  to  lack  of  adequate 
methods  of  analysis  (7). 

The  rapid  proliferation  of  chemical  weapons  in  several  Middle  East 
and  Third  World , countries  (8)  raises  the  fear  that  the  above- 
mentioned  Incidents  will  not  be  the  last  ones.  Evidently,  the 
availability  of  reliable  methods  for  retrospective  in  vivo  detection 
of  exposure  to  chemical  agents  Is  crucial  fo:  political  and  military 
evaluation  when  such  agents  are  allegedly  used  in  future  conflicts. 
This  need  is  enhanced  by  the  probability  that  in  many  cases 
biological  samples  will  be  the  only  or  at  least  the  most  abundant 
samples  available  for  analysis  because  the  use  of  agents  is  first 
noticed  by  their  effects  on  casualties.  If  a  total  ban  on  the  use, 
possession  and  production  of  chemical  agents  will  eventually 
materialize,  the  availability  to  individual  nations  and  to  an 
International  Inspectorate  of  reliable  and  sensitive  methods  for 
retrospective  detection  of  exposure  will  further  discourage  the  open 
or  covert  use  of  agents. 

In  case  that  the  above-mentioned  detection  methods  can  be  quantified 
to  determine  internal  dose,  their  usefulness  is  enlianced  for  several 
applications.  For  example,  they  can  be  used  for  biomonitoring  of 
workers  in  facilities  set  up  to  destroy  stockpiles  of  agents.  In  the 
case  of  chemical  warfare,  establishment  of  the  internal  dose  of  agent 
in  casualties  can  be  helpful  for  triage  and  treatment.  Finally,  such 
methods  can  be  of  immediate  use  in  many  types  of  experimental  work, 
ranging  from  exposure  to  agents  on  a  cellular  level  to  the 
development  of  protection  gear. 

We  have  learned  from  the  earlier -mentioned  incidents  that  urine, 
blood  and  other  biopsies  for  analysis  can  often  only  be  obtained 
several  days  or  even  weeks  after  exposure.  Therefore,  in  vivo 
verification  methods  should  be  very  sensitive  and  relate  to  long 
lasting,  specific  effects  of  the  agents  under  investigation.  Such 
methods  are  not  yet  available  for  the  common  chemical  warfare  agents. 
For  example,  intact  nerve  agents  such  as  soman  can  be  analyzed  in 
blood,  brain,  and  muscle  tissues  at  minimum  detectable  levels  in  the 
low  picomolar  range,  but  these  levels  last  only  for  a  few  hours  after 
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intoxication  at  high  doses  in  primates  (9).  Alternatively,  the 
observation  of  low  levels  of  cholinesterase  activity  is  not  specific 
for  nerve  agents.  Regeneration  of  nerve  agent  from  phoshonylated 
aliesterase  with  fluoride  ions  (10,  11)  or  perhaps  analysis  of 
hydrolysis  products  in  urine  may  provide  a  more  promising  approach  to 
retrospective  detection  of  nerve  agent  exposure. 

In  view  of  the  large  scale  use  of  mustard  gas  in  the  Iran- Iraq  war 
and  the  rapid  proliferation  of  this  agent  in  Third  World  countries 
(8),  we  have  selected  this  agent  to  develop  methods  for  retrospective 
detection  of  exposure.  Presently  available  methods  seem 
unsatisfactory.  Recent  reports  on  GC-MS  detection  of  intact  mustard 
gas  in  an  abdominal  fat  sample  obtained  from  autopsy  of  an  Iranian 
soldier  who  died  seven  days  after  exposure  to  mustard  gas  (12),  and 
in  the  urine  of  another  soldier  exposed  seven  days  earlier  (13,  14), 
need  further  confirmation.  Neither  has  the  report  by  Stade  (15)  been 
confirmed  on  the  presence  of  intact  agent  in  skin  blisters  caused  by 
mustard  gas.  Attempts  to  verify  exposure  to  mustard  gas  via  analysis 
in  blood  or  urine  of  its  hydrolysis  product  thiodiglycol  (16),  and  of 
thlodiglycol  derivatives  which  are  (re)converted  into  mustard  gas 
with  hydrochloric  acid  (17,18),  are  complicated  by  the  presence  of 
these  products  in  samples  from  nonexposed  volunteers.  Reports  on  the 
identity  of  further  metabolites  of  mustard  gas  are  contradictory. 
According  to  Davison  et  al .  (19)  the  major  urinary  metabolites  in 
rodents  are  glutathione  conjugates  of  thiodiglycol,  whereas  Roberts 
et  al.  (20)  report  bis(cysteinyl)  conjugates  of  mustard  gas  sulfone 
as  major  metabolites.  Evidently,  the  metabolism  of  mustard  gas  needs 
to  be  reinvestigated.  Moreover,  80-90X  of  the  metabolites  are 
excreted  within  48  h  (19,20). 

We  have  chosen  to  develop  immunochemical  detection  methods  of  adducts 
which  are  generated  by  alkylation  of  DNA  and  proteins  by  mustard  gas. 
This  choice  is  based  on  extensive  experimental  evidence  obtained  in 
the  TNO  Medical  Biological  Laboratory  and  elsewhere  which  shows  that 
these  methods  of  analysis  for  DNA-adduets  of  cytostatic  agents  and 
environmental  alkylating  agents  can  be  highly  selective,  detecting 
one  alkylated  base  among  s  10®  nonalkylated  bases  (21).  The  minimum 
detectable  concentration  of  modified  bases  is  in  the  low  femtomolar 
range.  If  cells  producing  monoclonal  antibodies  to  the  adducts  can  be 
isolated,  detection  methods  based  on  these  antibody -adduct 
interactions  can  be  performed  on  a  large  scale,  with  quantitative 
results.  Although  alkylated  bases  in  DNA  can  undergo  secondary 
reactions,  e.g,,  ring-opening  in  the  case  of  N7  alkylated  guanine, 
and  the  damage  due  to  adduct  formation  tends  to  be  repaired,  the 
adducts  are  detectable  for  days  or  even  weeks  after  exposure  (21). 

In  general,  biomonitoring  methods  of  alkylating  agents  based  on 
analysis  of  protein  adducts  (for  reviews  see  refs  22-24)  are 
complementary  to  methods  based  on  analysis  of  DNA-adducts.  In 
contrast  with  the  immunochemical  detection  methods  for  the  latter 
adducts,  protein-adducts  are  usually  quantified  by  GC-HS  analysis 
after  total  hydrolysis  of  the  protein  and  derivatisation  of  the 
alkylated  amino  acid.  Therefore,  much  leas  experience  has  been 
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obtained  with  the  immunochemical  detection  of  protein-adducts 
(25,26).  A  priori,  it  should  be  assumed  for  stoichiometric  reasons 
that  in  vivo  exposure  to  alkylating  agents  yields  many  more  adducts 
of  proteins  than  of  DNA.  Moreover,  it  has  been  shown  that  the  life 
span  of  proteins  is  not  shortened  by  alkylation.  Human  hemoglobin, 
with  a  biological  half  life  of  16-18  weeks,  has  been  proposed  as  an 
easily  available  protein  for  biomonitoring  exposure  to  various 
alkylating  agents  (22-24).  In  recent  experiments  the  degree  of 
alkylation  by  ethylene  oxide  of  N-terminal  valine  in  human  hemoglobin 
was  determined  by  means  of  radioimmunoassay  as  well  as  by  GC-MS 
analysis.  A  good  correspondence  of  the  results  was  found.  With 
ethylene  oxide  and  other  directly  alkylating  agents,  a  reasonably 
linear  relationship  between  levels  of  alkylation  of  DNA  and  proteins 
has  also  been  observed  (27). 

When  mustard  gas  is  used  in  chemical  warfare,  the  agent  affects  the 
skin  in  liquid  or  vapor  form,  whereas  inhalation  of  vapor  or  aerosol 
causes  extensive  damage  of  the  respiratory  tract  and  lungs. 

Extensive,  long-lasting  systemic  intoxication  is  also  observed  due  to 
rapid  penetration  of  agent  into  the  general  circulation  both  via 
inhalation  and  the  skin  (28).  Therefore,  DNA  and  proteins  from 
various  biopsies  may  serve  as  samples  to  monitor  exposure  to  the 
agent.  Primarily,  skin  biopsies  and  nucleated  blood  cells  are 
convenient  to  assess  damage  to  DNA.  Hemoglobin,  albumin,  and  skin 
biopsies  are  logical  targets  for  immunochemical  detection  of  mustard- 
gas  adducts  to  protein.* 

To  the  best  of  our  knowledge,  the  products  arising  from  alkylation  of 
DNA  due  to  in  vivo  exposure  to  mustard  gas  have  not  been 
investigated.  In  vitro  alkylation  of  DNA  and  RNA  by  mustard  gas  has 
been  studied  by  Lauley  et  al.  in  the  early  sixties  (30-35).  They 
suggested  that  foremostly  the  N7  nitrogen  in  guanine  moieties  of  DNA 
and  RNA  is  alkylated  by  mustard  gas,  leading  to  N7-(2' -hydroxyethyl- 
thioethyl) -guanine  (Figure  la),  as  well  as  to  the  corresponding 
intrastrand  and  Interstrand  (36)  di-adduct  di-(2-guanin-7* -yl-ethyl ) 
sulfide  (Figure  lb).  The  authors  also  report  that  the  N-3  nitrogen  of 
adenine  in  DNA  is  alkylated  to  give  N3-(2'-hydroxyethylthioethyl)- 
adenine  (Figure  Ic).  More  recently,  Ludlum  et  al.  (37)  have  claimed 
that  traces  of  the  06  adduct  of  guanine,  i.e..  06-(2'-hydroxyethyl- 
thioethyl ) -guanine  (Figure  Id)  are  also  formed.  So  far,  these  adducts 
were  characterized  on  the  basis  of  similarity  of  their  uv  spectra  and 
chromatographic  behavior  with  those  of  analogous  alkyl -substituted 
purines.  Further  spectroscopic  evidence  for  the  structure  of  the 
adducts  is  not  available. 

With  regard  to  DNA-adducts  ve  studied: 

•  The  synthesis  and  structural  characterization  of  the  above- 
mentioned  adducts. 


*  Serological  evidence  for  immunological  specificity  of  protein- 
mustard  gas  adducts  has  been  obtained  in  the  past  (29). 
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Figure  1.  Suggested  chemical  structures  of  mustard  gas  adducts  to  DNA 
bases;  (a)  N7- (2 ' -hydroxyethylthioethyl) -guanine;  (b)  di- 
[ (2-guanin-7 ' -yl -ethyl )  sulfide;  (c)  N3- (2' -hydroxyethyl¬ 
thioethyl  )-  adenine  ;  (d)  06- (2* -hydroxyethylthioethyl )- 
guanine 

-  Chromatographic  and  spectroscopic  experiments  to  detect  formation 
of  the  adducts  upon  exposure  of  calf -thymus  DNA  or  human  blood  to 
mustard  gas. 

•  The  development  of  an  ELISA  based  on  polyclonal  antibodies  raised 
against  mustard  gas  damage  to  calf -thymus  DNA. 

-  The  synthesis  of  a  ribonucleotide  derivative  of  the  most  abundantly 
formed  adduct. 

-  The  generation  and  isolation  of  cell  lines  which  produce  monoclonal 
antibodies  against  this  ribonucleotide  hapten. 

-  The  development  of  an  ELISA  based  on  two  monoclonal  antibodies 
which  have  been  produced. 

-  The  detection  of  mustard  gas  damage  in  skin  biopsies  by  means  of 
immunofluorescence  microscopy  based  on  interaction  of  mustard  gas 
adducts  present  in  the  skin  with  the  monoclonal  antibodies. 

Evidence  has  been  obtained  that  the  earlier  mentioned  in  vivo 
stability  of  alkylated  proteins  is  also  observed  in  case  of 
alkylation  by  mustard  gas.  Renshaw  (38)  applied  liquid  [^^S]mu8tard 
gas  for  10  min  to  the  skin  of  human  volunteers.  At  two  weeks  after 
the  exposure  SOX  of  the  activity  was  still  present,  most  probably 
bound  to  protein,  whereas  2SX  activity  was  left  even  more  than  5 
weeks  after  application.  Smith  et  al.  (39)  observed  binding  of 
[^^Sjmustard  gas  to  erythrocytes,  presumably  to  hemoglobin,  after 
intravenous  administration  of  mustard  gas  to  human  volunteers  at  a 
dose  of  ca.  3  mg/man. 
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Many  investigations  have  dealt  with  the  analysis  of  protein-mustard 
adducts  after  in  vitro  alkylation,  but  the  results  are  much  less 
conclusive  than  in  the  case  of  DMA  adducts  with  mustard  gas.  This  is 
because  virtually  all  protein  studies  were  performed  during  the 
second  world  war,  with  the  limited  techniques  available  at  that  time 
(for  reviews  see  refs  40-43),  and  further  work  on  this  topic  was 
almost  (44)  not  reported.  Nevertheless,  most  investigators  agree  that 
mustard  gas  alkylates  primarily  the  free  carboxyl  groups  of  proteins. 
This  conclusion  was  deduced  from  the  change  in  titration  curves  of 
the  proteins  in  the  acidic  region  due  to  adduct  formation.  In  the 
case  of  pig  skin  treated  with  liquid  mustard  gas  it  has  been  observed 
that  40-50X  of  the  protein-mustard  adducts  are  hydrolyzed  at  pH  >  9, 
with  release  of  thiodiglycol  (38,45).  After  in  vitro  reactions  of 
horse  oxyhemoglobin  with  a  large  excess  of  mustard  gas,  Davis  and 
Ross  (46)  observed  that  approximately  thirty  carboxyl  groups  of  the 
hemoglobin  molecule  were  alkylated.  Similarly  alkali-labile  protein- 
mustard  gas  adducts  were  also  reported  for  ox  cornea  collagen  (47) 
and  several  other  proteins  (48). 

Evidence  for  the  alkylation  of  reactive  groups  other  than  carboxyl  in 
proteins  by  mustard  gas  is  even  more  indirect.  Based  on  changes  in 
the  titration  curves  of  proteins  due  to  reaction  with  mustard,  the 
alkylation  of  thiol  groups  of  cysteine  and  of  ring  nitrogen  in 
histidine  has  been  invoked.  Reactions  with  model  peptides  by  Moore  et 
al.  (49)  have  shown  that  the  a-amino  groups  of  amino  acids  and  the 
sulfide  moiety  of  methionine  are  also  alkylated  by  mustard  gas. 

In  view  of  the  obvious  lack  of  insight  into  the  preferred  alkylation 
sites  by  mustard  gas  in  proteins,  and  of  the  time-consuming  effort 
that  would  be  involved  in  elucidating  these  sites,  our  approach  to 
immunochemical  detection  of  protein-mustard  gas  adducts  is  rather 
pragmatic.  With  regard  to  protein-mustard  gas  adducts  we  studied; 

•  The  synthesis  of  the  N-termiiial  heptapeptide  of  the  o-ehain  of 
human  hemoglobin,  alkylated  by  mustard  gas  at  the  N- terminal  amino 
group. 

•  The  identification  of  this  alkylated  heptapeptide  in  a  tryptic 
digest  of  hemoglobin  that  had  been  exposed  to  mustard  gas. 

-  The  generation  and  production  of  monoclonal  antibodies  raised 
against  the  alkylated  heptapeptide. 

-  The  synthesis  of  a  tetrapeptide  hapten  in  which  the  S-earboxylic 
acid  group  of  C-terminal  glutamic  acid  is  alkylated  by  mustard  gas 
and  attempts  to  synthesize  a  tetrapeptide  hapten  in  which  the  side 
chain  of  the  terminal  cysteine  is  alkylated  by  mustard  gas. 

-  Reactions  of  various  peptide -like  derivatives  of  single  amino  acids 
with  mustard  gas,  in  ordet  to  identify  the  reaction  products  and  to 
deteriine  subsequently  the  relative  reactivities  of  the  model 
Compounds  with  mustard  gas. 


rut, 
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II.  EXPERIMENTAL  PROCEDURES 

WARNING:  Mustard  gas  is  a  primary  carcinogenic,  vesicant,  and 

cytotoxic  agent.  This  compound  should  be  handled  only  in 
fume  cupboards  by  experienced  personnel . 

II. 1.  Maiisrialg 

Technical  grade  mustard  gas  was  purified  by  fractional  distillation 
in  a  cracking  tube  column  (Fischer;  Meckenheim,  FRG)  to  a  gas 
chromatographic  purity  exceeding  99. SX.  Hydrogen  |^^S] sulfide  with  a 
specific  activity  of  8.4  GBq/mmol  ^227  mCi/imaol)  and  a  total  activity 
of  1,017  HBq  (27.5  mCi)  was  purchased  from  Amersham  International 
(Houten,  The  Netherlands)  as  2.69  ml  (at  STP)  of  gas  packed  in  a 
break- seal  ampoule.  The  material  was  diluted  with  22  ml  (at  23  ^C)  of 
chemically  pure  cold  hydrogen  sulfide  (Baker;  Deventer,  The 
Netherlands),  giving  a  total  of  ca.  1  mmol  of  labelled  hydrogen 
sulfide.  Aqueous  solutions  of  (^^C] thymidine  (75  mCi/ml)  and 
[^H] thymidine  (1.0  Ci/ml)  were  also  procured  from  Amersham 
International.  Ethylene  oxide  (lecture  bottle.  Baker)  was  used 
without  further  purification. 

2* -Deoxyguanosine  and  3* .3*-cyclic-phosphate-2' -deoxyguanosine  were 
purchased  from  Sigma  Chemical  Company  (St.  Louis.  Mo.  USA).  The 
former  product  was  dried  by  evaporation  with  dry  pyridine.  S'- 
Monophosphate-guanosine,  guanosine.  5'>monophosphate-2*- 
deoxyguanosine  and  adenosine  were  purchased  from  Aldrich  (Brussels. 
Belgium)  and  were  used  without  further  purification.  06 -ethyl -guanine 
was  purchased  form  Chemsyn  Science  Laboratories  (Lenexa.  Kan. 

U.S.A.).  2.4,6-Trlisopropylbenzen«sulfonyl  chloride  (Janssen.  Beerse. 
Belgium)  was  erystaillzed  from  boiling  petroleum- ether  40-60  before 
use.  Triethylorthoformate  and  levulinic  acid  (Janssen)  were  distilled 
before  use.  4-Benzyl -L-aspartate  and  3-benzyl -L-glutamate  were 
obtained  from  Sigma.  Benzylpxycarbonyl triglycine,  glycylglycine.  S- 
benzyl-N-benzyloxycarbonyi -cysteine.  S-benzyl -cysteine-methyl  ester 
hydrochloride.  3- t- butyl -glutamate- 1 -amide  hydrochloride  (83. 6B)  and 
N-benzoxycarbonyl-leucyl -serine  were  obtained  from  Bachem 
Feinchemicalien  (Bubendorf,  Switzwrland).  N-a-Acetyl-histidlM 
monohydrate.  N-acctyl -methionine,  valine-methyl  ester  hyirochloride. 

2 -bromoe thy lamina  hydrobromide,  o-bromoisoyaleric  acidi  .^thyl 
chloroformate  (97X),  aqueous  methylamine  (40X), 
dicyclohexylcarbodilmide,  ehloroacetonltrile.  l-(3- 
dimethylaminopropyl)-3-ethylearbodiimlde.  l-methylpyrrolidine.  4- 
dimethylaminopyrldinw,  I,8-diazabieyclo|3.4.0)undec-7-ene.  N- 
methyl imidazole ,  and  lOX  palladium  un  charcoal  were  obtained  frMi 
Aldrich  and  were  used  without  further  purification.  Racemic.  (4)», 
and  (-)-a-phenylcthylaaine  were  obtained  (Aldrich)  and  were  distilled 
before  use.  Trifluoroacetic  acid  (Aldrich)  was  distilled  before  use. 

l-Mercaptoethanol.  1,2-dlchloroethane  (Aldrich)  and  triethylaaine 
(Merck,  Oarmstadt.  FRC).  were  commercial  products  which  were 
purchased  as  chemically  pure  materials  and  dried  according  to 
standard  methods.  Sodium  hydride  suspension  in  mineral  oil. 
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bronotrioethylsilane,  t-butyldimfethylchlorosilane  and  acetyl  chloride 
were  purchased  from  Aldrich  and  used  as  received.  Thiodiglycol 
(Janssen)  was  vacuun  distilled  and  stored  over  aolecular  sieve  4A. 
Thionyl  chloride  (BDH;  Poole.  UK)  was  distilled  at  atnospheric 
pressure  froo  quinoline  (Fluka;  Buchs,  Switzerland)  and  linseed  oil 
(Brocades;  Delft,  The  Netherlands)  successively  and  finally  in  a 
Fischer  nicro  cracking  tube  coluam.  DinethylformaBlde  and 
dioethylsulfoxide  were  purchased  fron  EGA.  (Steinheim/Albuch,  FRG). 
Acetic  acid  (Herck)  was  dried  and  {mrified  by  refluxing  with  acetic 
anhydride  (Merck),  followed  by  fractional  distillation.  Lithiun 
aluminua  hydride,  calclua  hydride  and  sodium  periodate  were  purchased 
fron  Janssen.  Oioxane  (distilled  fron  LiAlH4.  p.a.  quality), 
poly(ethylene  glycol),  and  ethylene  glycol  were  purchased  fron  Merck. 

Toluene  (p.a.).  diethyl  ether  and  dichloronethane  were  obtained  fron 
Laners  and  Pleugers  (Den  Bosch,  The  Netherlands).  Sodiua  carbonate 
(anhydrous.  Merck)  was  dried  at  200  °C/40  abar  during  B  h  in  a  vacuum 
oven.  Sodiua  bicarbonate  was  purchased  from  Laaers  &  Pleugers. 
Hydrochloric  acid  gas  was  purchased  from  Union  (^rbide  (UCAR;  Oevel. 
Belgium) .  in  a  lecture  bottle  (p.a.).  Methanol  (Merck,  p.a.)  for  HPLC 
and  Lobar  chromatography  was  used  as  purchased. 

Penicillin  and  strepto^rcin  were  purchased  fron  Gist  Brocades  (Delft, 
NL).  whereas  glutamine  was  obtain^  from  BOH  (Poole,  UK).  (Sub)class- 
specific  rabbit -anti -mouse  antibodies  (IgM,  IgGl,  IgG2a,  IgG2b.  IgG3, 
a.  and  A),  goat-anti-rabbit-lgG-alkaline  phosphatase,  goat-anti- 
mouse-  I  gG-  alkaline  phosphatase,  calf-thymus  DMA,  deoxyribonuclease  1 
(EC  3.1.21.1),  alkaline  fdtosi^tase.  type  III  (EC  3. 1.3.1).  RNAse  A. 
trypsin,  human  hemoglobin,  bovine  serum  albumin,  chicken 
gammaglobulin,  and  hypoxanthlne  were  obtained  from  Sigma  (St  Louis, 
U.S.A.).  Proteinase  K  was  procured  from  Merck  (Darmstadt,  FKG).  Goat- 
anti  -mouse-  IgG-FlTC  was  obtained  from  the  Central  Laboratory  of  the 
Dutch  Red  Cross  Blood  Transfusion  Service  (Amsterdam) . 
Phosphodiesterase.  3', 3* -cyclic  nucleotide  (from  beef  heart, 
E.C.3.1.4.37:  lot  no.:1078U30«lS).  RNAse  Tl.  nuclease  PI  (B.C. 
3.1.4),  4>nethylumbelllferyl  phosphate,  and  4-nitrophenyl  phosphate 
were  obtained  from  Boehringer  (Hannbeim,  FRG)  and  keyhole  limpet 
hemocyanin  (KLiH)  from  Calbiochem  (U.S.A.). 

All  other  chemicals  used  were  dried  and/or  purified  according  to 
stMidard  laboratory  practice. 

tl.2.  Methods 

Melting  points  were  determined  using  e  Buohi  Type  S  melting  point 
apparatus.  BlMsntal  analyaes  (C,  M  and  M)  were  perfonmd  in 
ihtplieate  or  triplicate  using  a  Mraeus  CW-O-Rapid  element  analyter. 
High  efficiency  distillations  were  carried  out  in  a  micro  crackii^ 
ti^  column  (Fischer,  type  RMS  133,  column  lei^;th  200  mm,  40 
theoretical  plates,  nominal  charge  !•  10  ml). 

The  pH-stat  reactions  were  performed  using  a  Radiometer  set,  which 
coRSisced  of  a  TtAtO  titration  astamhly,  a  tmo  titrator  with  an  ABO 
autobiurette  containing  0.1  M  MaOH,  a  FHM2  standard  pH  meter  and  a 
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REA270  pH'Stat  unit.  Lyophilization  was  done  with  a  Virtis  Bench  Top 
freeze  dryer  model  10-030.  Optical  rotations  were  measured  with  a 
Perkin  Elmer  241  polarimeter.  UV  spectra  were  recorded  on  a  Beckman 
lW-7  spectrophotometer. 

HPLC  analyses  were  routinely  carried  out  with  two  Waters  6000  A  pumps 
controlled  by  a  model  660  solvent  programmer  to  give  a  flow  rate  of  1 
ml/mih.  Detection  was  done  with  an  Applied  Biosystems  757  variable 
wavelength  absorbance  detector,  usually  set  at  285  nm.  UV  spectra  of 
effluent  peaks  were  obtained  using  a  Waters  model  990  diode  array 
detector  and  wavelength  settings  of  190-600  nm.  Three  sets  of 
chromatographic  conditions  were  used  for  HPLC;  system  A:  reversed 
phase  chromatography  on  an  RP  18  column,  with  various  ratios  of 
aqueous  buffer  and  methanol;  system  B;  ion  pair  chromatography  on  an 
RP  18  column  with  an  aqueous  buffer  system  containing  4  mM 
(nBu)4NHS04  and  0.3  M  KH2PO4  (pH  6.0)  and  methanol  (2/1,  v/v) ;  system 
C;  cation  exchange  chromatography  on  a  SAX  column,  with  an  aqueous 
gradient  running  from  1  mM  to  300  mM  KH2PO4  in  30  min.  See  II. 2. 6  for 
the  HPLC  conditions  used  to  analyze  (alkylated)  nucleosides  resulting 
from  hydrolyzed  DNA;  see  I I. 15. 5  for  HPLC  conditions  to  analyze 
peptides  resulting  from  trypsinized  globin  and  II. 15. 6  for  HPLC 
analysis  of  phenyl  isocyanate  derivatives  of  amino  acids.  Semi- 
preparative  HPLC  was  performed  with  Lichrosorb  RP  18  columns  (5  or  7 
/im  particles,  250  x  10  or  200  x  20  mm),  using  the  same  pumps, 
detector  and  solvents  as  for  the  analytical  HPLC  apparatus.  Flow 
rates  varied  from  3-10  ml/min,  at  pressures  up  to  5000  psi.  Micro-LC 
analyses  of  the  reaction  mixtures  of  N-acetyl -amino  acid-methylamides 
with  mustard  gas  were  performed  on  a  homemade  Lichrosorb  RP  18  column 
(7  Mm  particles,  45  cm  x  0.3  mm  i.d.)  with  a  Waters  590  pump  to  give 
a  flow  rate  of  4  Ml/min.  Detection  was  done  at  214  nm  with  the 
absorbance  detector  described  above.  The  eluent  used  was  a  mixture  of 
0.01  M  ammonium  acetate  buffer,  pH  5.0,  containing  triethylamine  (0.1 
ml/1  buffer),  and  methanol  (9/1,  v/v). 

Medium  pressure  liquid  chromatography  was  carried  out  using  Merck 
Lobar  prepacked  glass  columns,  size  C  (440  x  37  mm),  filled  with 
Lichroprep  RP  18  (40-  63  m®).  ot  with  Lichroprep  Sl-60  silicagel.  A 
gear  pump  (type  VZE,  Verder,  The  Netherlands),  equipped  with  Teflon 
gears,  was  used  to  elute  the  columns  at  flow  rates  of  2-20  ml/mln,  at 
a  maximum  pressure  of  5  bar.  Detection  was  done  with  the  absorbance 
detector  described  above,  equipped  with  a  simple  stream  splitter  and 
set  at  higher  wavelengths  to  reduce  its  sensitivity.  Slight 
alterations  of  the  methanol  percentage  in  the  eluent  were  usually 
necessary,  as  compared  to  the  analytical  HPLC  runs,  in  order  to 
achieve  sufficient  separation  of  the  components.  Sample  loads  of  up 
to  5  mg  proved  practicable,  although  a  second  separation  run  followed 
by  recrystallization  was  usually  necessary  to  obtain  analytically 
pure  products. 

TLC  was  performed  on  Silica  Gel  (DC-fertigfoIlen  F-1500LS2S, 

Schleicher  &  Schull),  Elution  was  performed  with  8X  .(syi:it«m  A)  or 
with  14X  (system  B)  methanol/dicnloromethane  (v/v) i  Spots  on  TLC 
plates  were  made  visible  by  ultraviolet  light  (254  nm),  using  a 
Ray tech  UV  lamp,  modal  LS-88,  or  by  spraying  with  20X  H2S04/nethanol 
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and  subsequent  heating  with  a  hot  air  blower  (Kress, HLG  2000  E) .  TLC 
analyses  for  radioactive  products  were  carried  out  on  Merck  silica 
gel  HPTLC  plates  (60  F  254;  5  x  10  cm),  with  trichloromethane/acetone 
(50/40)  as  the  mobile  phase.  The  same  solvent  system  was  used  for 
reversed  phase  TLC  analyses  on  Merck  RP  18  plates  (5  x  20  cm). 

Low  pressure  ion  exchange  chromatography  was  performed  using  Q 
Sepharose  fast  flow  material  (strong  anion  exchanger,  Pharmacia), 
using  a  gradient  system  of  water  and  a  1  M  sodium  chloride  solution, 
or  with  Pharmacia  A  25  material  (strong  cation  exchanger),  using  an 
aqueous  tetraethylammonlum  bicarbonate  gradient  system.  Gel 
filtration  was  performed  with  Sephadex  G-10  material  (Pharmacia), 
using  water  as  eluent.  A  P-1  pump,  a  GP-250  gradient  programmer,  a 
Frac-100  fraction  collector,  a  single  path  monitor  UV-1  and  UV-1/214, 
two  PSV-lOO  switch  valves  (all  purchased  from  Pharmacia)  and  a  Kipp  & 
Zonen  BD  41  recorder  were  used  for  ion  exchange  and  gel  filtration. 
Column  chromatography  was  performed  with  silicagel  60  (Merck,  230-400 
mesh),  with  dichloromethane/methanol  or  petroleum-ether/dlchloro- 
me thane  as  eluent. 

Gas -liquid  chromatography  (GLC)  was  performed  on  a  Chrompack  model 
438A  instrument,  equipped  with  an  FID  detector  and  a  wide  bore  glass 
capillary  column  (30  m.  i.d.  0.7  mm)  coated  with  SE  30  (1  ^  film 
thickness).  Nitrogen  was  used  as  the  carrier  gas,  while  the  oven 
temperature  was  programmed  from  70  to  180  at  15  *^C/min.  The 
temperature  of  the  detector  and  injector  were  250  and  140  °C. 
respectively. 

LC-MS  spectra  were  recorded  on  a  Nermag  RlO-lOC  quadrupole 
instrument,  equipped  with  a  TSP  ion  source  (Nermag),  which  was 
coupled  with  the  liquid  chromatography  system  via  a  Vestec  TSP 
interface,  The  mass  spectrooMttnr  was  operated  in  the  positive  ion 
mode.  The  temperature  of  the  TSP  vaporizer  ranged  from  250  to  260 
during  gradient  elution,  while  the  ion  block  was  maintained  at  230 
°C.  The  scan  time  was  1  s  for  m/z  100-450.  The  liquid  chromatography 
system  comprised  an  RP-18  reversed  phase  column  with  O.l  M  aqueous 
ammonium  acetate  and  methanol  in  varying  ratios  as  eluant . 

Electron  impact  mass  spectra  were  recorded  on  a  VG70-250S  mass 
spectrooMter  in  low  resolution  mode  (RPIOOO,  lOX  dal);  m/z  25*500, 
source  temp.  300  ®C,  electron  energy  70  eV,  direct  inlet.  The  mass 
spectrometer  was  coupled  to  a  HP  5890A  gas  chromatograi^,  equipped 
with  a  CPSIL  5CB  fused  silica  capillary  column  (length  50  m,  i.d. 

0.32  am.  film  thickness  0.5  pa). 

Fast  At<m  Bombardment  mast  spectra  were  recorded  at  TKO-CIVO,  Zeiat, 
The  Netharlanda,  on  a  Fiimigan  Nat90  asaa  spectrometer.  'Hw  analytes 
were  ionized  from  a  glyeerol/thioglyeerol  matrix  with  Xenon  atoms  (7- 
8  kV  acceleration  voltage). 

and  ^^C-iMR  spectra  were  recorded  at  30  using  a  Varimn  VXR 
400S  spectrometer  operating  at  400.0  Wtz  and  100.6  KHx,  respectively. 
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All  spectra  were  obtained  in  the  Fourier  Transform  mode,  typically 
with  parameters  similar  to  the  following: 

for  IH:  sweep  width  6000  Hz,  digital  resolution  0,25  Hz,  pulse  flip 
angle  50  to  60  degrees,  pulse  interval  73, 
for  13C:  sweep  width  20000  Hz,  digital  resolution  1  Hz,  pulse  flip 
angle  50  to  60  degrees,  pulse  interval  25. 

Chemical  shifts  are  given  in  ppm  relative  to  IMS.  When  DHSO-dg  was 
used  as  a  solvent,  the  solvent  signal  at  2.525  ppm  (residual  DMS0-d5) 
served  as  reference  for  ^H,  whereas  the  signal  at  39.6  ppm  served  as 
a  reference  for  When  CDCI3  was  used  as  a  solvent,  the  solvent 
signal  at  77.1  ppm  served  as  reference  for  When  D2O  was  used  as 

a  solvent,  the  signals  of  3- (trimethylsilyl)-l -propane-sulfonic  acid 
(DSS)  served  as  a  reference  for  ^H  and  The  inaccuracy  of  the  ^H- 

^H  couplings  is  estimated  at  0.3  Hz. 

Gamma  Irradiations  with  a  ^^cobalt  source  were  performed  with  a  Gamma 
cell  100,  Atomic  Energy  of  Canada  Ltd,  Ottawa,  Canada.  Radioactive 
products  on  TLC  plates  were  scanned  with  a  Berthold  model  LB  2723  DC 
scanner,  equipped  with  a  windowless  proportional  counting  tube. 
Radio-GC  was  carried  out  on  a  Packard  model  438  gas  chromatograph, 
equipped  with  a  wide  bore  capillary  glass  column  (30  m,  i.d.  0.7  mm) 
coated  with  SE  30,  and  a  modified  flame  ionization  detector.  The 
detector  outlet  was  connected  to  a  simple  fraction  collecting  device 
by  means  of  a  piece  of  teflon  tubing  which  was  heated  electrically. 
Packard  Carbo-Sorb  was  used  as  the  SO2  trapping  solution  (20  ml  per 
GC  fraction  collected).  Radioactivity  measurements  were  performed  on 
a  Packard  Tri-Carb  Series  4000  Hinaxi  liquid  scintillation 
spectrometer  with  Picofiuor  (Packard)  as  the  scintillation  cocktail ; 
counting  efficiencies  ranged  from  90  to  94X.  Solutions  of  the 
labelled  compounds  in  dichloromethane  were  measured  (100  ftl),  or  1  ml 
aliquots  of  the  Carbo-Sorb  trapping  solution. 

11.3.  ggl 

II. 3.1.  Synthesis  of  f 35siMu«tjird  (first  batehl  (SO) 

Hydrogen  [^^S) sulfide,  cold  hydrogen  sulfide  and  ethylene  oxide  were 
handled  and  transferred  in  a  vacuum  manifold  system  evacuated  to  a 
pressure  of  10'^  mmHg.  The  manifold  consisted  of  a  vacuum  line  to 
which  were  connected  a  reaction  flask,  the  break-seal  ampoule 
containing  labelled  hydrogen  sulfide,  a  graduated  flask  with  cold 
hydrogen  sulfide  and  an  ampoule  containing  the  cooled  ethylene  oxide 
stock.  A  mercury  manauter  was  used  to  measure  the  pressure  of  the 
various  gases  in  the  system  as  a  means  of  determining  their  relative 
quantities.  The  reaction  of  hydrogen  sulfide  with  ethylene  oxide  was 
initiated  by  Irradiation  with  a  500  U  halogen  lamp,  controlled  by  a 
tl^lstor  power  regulator.  The  lamp  was  a  cheap  general  purpose  type, 
purchased  on  a  home-worker  market.  No  further  specifications  or 
indication  of  typo  and  brand  name  were  stated  on  its  easing.  Hydrogen 
sulfide  (22  ml  at  25  was  admitted  to  the  evacuated  manifold  from 
the  callteated  flask  and  condensed  Into  the  30  ml  reaction  flask  by 
cooling  tlM  flask  In  liquid  nitrogen.  After  dlseonncoting  the 
graduated  flask  from  the  manifold,  hydrogen  sulfide  was  allowed  to 
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evaporate  into  the  manifold  in  order  to  saturate  all  possible  traces 
of  grease,  etc.  In  this  way  any  subsequent  loss  of  labelled  material 
by  absorbtion  was  minimized.  Next  the  break-seal  ampoule  containing 
the  hydrogen  [^^S] sulfide  was  cooled  in  liquid  nitrogen  and  opened, 
thus  condensing  the  unlabelled  compound  with  the  labelled  one  in  the 
ampoule.  The  diluted  radioactive  hydrogen  sulfide  was  condensed  into 
the  reaction  flask,  the  break-seal  ampoule  was  shut  off  from  the 
system,  and  the  pressure  of  the  gas  was  measured  after  the  system  had 
adopted  room  temperature.  Hydrogen  sulfide  was  recondensed  into  the 
break-seal  ampoule  and  the  ampoule  was  closed  temporarily.  Ethylene 
oxide  was  evaporated  slowly  into  the  manifold  from  the  liquefied 
stock  until  slightly  more  than  twice  the  pressure  of  hydrogen 
sulfide.  Finally,  both  ethylene  oxide  and  diluted  labelled  hydrogen 
sulfide  were  condensed  into  the  reaction  flask  and  the  entire  system 
was  heated  with  a  hot  air  blower  for  ten  minutes  to  facilitate 
complete  transfer  of  the  reactants. 

i 

The  reaction  flask  was  then  sealed  off  with  a  flame  and  removed  from 
;  the  manifold,  after  which  it  was  allowed  to  slowly  reach  room 

temperature.  The  small  amount  of  mobile  liquid  which  remained  on  the 
I  bottom  of  the  flask  at  room  temperature  evaporated  completely  when 

the  flask  was  heated  with  a  photo  lamp  to  80  °C,  as  measured  with  a 
I  thermocouple  probe  attached  to  the  irradiated  outside  surface  of  the 

'  flask.  In  the  course  of  the  heating  period  a  condensate  reappeared, 

!  this  time  as  a  viscous  liquid.  After  48  h  the  reaction  was  considered 

I  to  be  complete  and  the  flask  was  cooled  and  opened. 

I  Diehl oromethane  (1  ml)  was  added  and  a  1  /tl  sample  of  the  solution 

was  removed  for  analyses.  The  flask  was  equipped  with  a  magnetic 
stirring  bar  and  a  reflux  condenser  connected  to  a  drying  tube.  The 
solution  was  refluxed  for  a  few  minutes  to  drive  off  any  remaining 
hydrogen  sulfide  and/or  excess  ethylene  oxide.  No  escaping 
radioactive  gases  were  detected,  which  indicated  the  completeness  of 
the  reaction.  Next  the  reaction  flask  was  cooled  by  immersion  into  an 
ice  bath  and  0.1  ml  of  thionyl  chloride  was  added  at  once  with 
stirring.  After  2  minutes  the  evolution  of  gas  ceased  and  another  0.1 
ml  of  thionyl  chloride  was  added,  followed  after  2  min  by  a  final 
portion  (0.4  ml).  This  last  addition  of  thionyl  chloride  did  not 
cause  any  evolution  of  gas.  The  reaction  mixture  was  allowed  to  reach 
room  temperature  in  the  course  of  ea.  1  h.  Finally  it  was  refluxed 
with  stirring  for  1  h  at  a  bath  temperature  of  SO  °C. 

After  GC  analysis,  which  confirmed  the  completion  of  the  reaction, 
the  major  part  of  the  di chi oromethane  was  removed  by  distillation  at 
atmospheric  pressure.  The  last  traces  of  solvent  and  excess  thionyl 
chloride  were  removed  by  vacuum  distillation  at  room  temperature  and 
the  crude  mustard  gas  was  separated  from  high  boiling  byproducts  by 
distillation  at  80  ^C/IO*^  msdlg  in  a  short  path  micro  distillation 
apparatus.  The  yield  of  crude  product  was  81  mg,  or  SIX.  A  relatively 
large  amount  of  black  tarry  residue,  probably  consisting  of 
polymerisation  and/or  decomposition  products,  remained  in  the 
distillation  flask. 
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Since  GC  analysis  showed  the  presence  of  ca.  15%  of  a  higher  boiling 
compound,  a  second  distillation  was  carried  out.  This  time  the 
distillation  apparatus  was  equipped  with  a  small  plug  of  quartz  wool , 
acting  as  a  fractionating  column.  Care  was  taken  to  avoid  the  co¬ 
distillation  of  the  byproduct  by  keeping  the  distillation  speed  as 
low  as  practicable  at  a  bath  temperature  of  60-70  °C  and  a  pressure 
of  0.1  mmHg.  Two  fractions  of  24  and  26  mg,  respectively,  were 
collected,  giving  a  total  chemical  yield  of  pure  product  of  50  mg 
(31.5%). 

11. 3. 2.  Analysis  of  f^Ssithiodiglycol 

The  1  fil  sample  of  [^^SJthiodiglycol ,  removed  from  the 
di chi or ome thane  solution,  was  diluted  to  10.0  ml  with 
dichloromethane,  and  100  fil  aliquots  of  this  solution  were  counted  in 
Picofluor.  A  total  activity  of  1,035  MBq  (27.9  mCi)  was  found, 
indicating  a  quantitative  recovery  (102%)  of  the  radioactivity 
purchased  as  hydrogen  [^^S] sulfide. 

Radio  TLC  analyses  revealed  the  presence  of  a  series  of  radioactive 
contaminants.  It  was  suspected  that  the  reaction  of  hydrogen  sulfide 
with  ethylene  oxide  had  introduced  ethoxy  groups  into  the 
thlodlglycol ,  thus  providing  a  possible  explanation  for  the  TLC 
patteim  found.  The  formation  of  these  byproducts  had  not  been 
encountered  In  previous  work  under  identical  reaction  conditions 
(51).  By  integration  of  the  peak  surfaces  a  maximum  content  of  75%  of 
the  desired  product  was  found.  To  minimize  the  loss  of  radioactive 
material  as  much  as  possible  it  was  decided  to  purify  the  final 
product  mustard  gas,  rather  than  the  intermediate  thlodlglycol. 

11. 3. 3.  Analysis  of  I^^Slmustard  gas 

GC  analysis  of  the  crude  reaction  mixture  surprisingly  showed  a 
rather  clean  chromatogram.  Approximately  2X  of  a  single  higher 
boiling  compound  was  present,  and  contaminants  similar  to  those 
present  in  thlodlglycol  were  not  observed.  After  the  first 
distillation,  however,  the  amount  of  this  byproduct  had  increased  to 
approximately  ISX,  as  determined  by  integration  of  the  peak  surfaces, 
while  small  amounts  of  two  lower  boiling  compounds  were  also  present. 
Radio-CC  (52)  gave  poorly  reproducible  results,  as  the  flow  of 
[^^S]S02  tended  to  be  retarded  by  the  heated  teflon  tubing  leading 
from  the  flame  ionization  detector  to  the  fraction  collector,  The 
resulting  memory  effect  prohibited  exact  fraction  cutting  and 
determination  of  the  radioactivity  in  the  various  effluent  peaks.  An 
approximation  of  the  activity  present  in  the  peaks  of  the  impurities 
resulted  in  a  quantity  of  about  15X  of  the  total  activity  and, 
therefore,  both  the  chemical  and  the  radiochemical  purity  were 
estimated  to  be  8SX. 

A  sample  of  20  ng  of  the  product  was  further  investigated  with  GC>MS 
analysis.  The  mass  spectrum  (El)  of  the  major  peak  was  Identical  with 
the  spectrum  of  authentic  mustard  gas.  The  spectrum  of  the  higher 
boiling  contaminant  was  identified  as  l<<2**‘ehloroethoxy)‘2>(2'* 
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chloroethylthio)ethane ,  CI-C2H4-O-C2H4-S-C2H4-CI ,  by  comparison  with 
the  spectrum  of  material  which  had  been  isolated  from  technical  grade 
mustard  gas.  The  identification  confirmed  the  previously  suspected 
formation  of  byproducts  containing  ethoxy  groups.  Radio-TLC  analysis 
(53)  could  not  separate  the  byproduct  from  mustard  gas,  neither  on 
silica  gel  plates  nor  on  reversed  phase  plates  (Rp  0.72  and  0.76, 
respectively).  In  both  systems  only  one  single  spot  was  detected,  in 
addition  to  some  tailing  on  the  plates  which  is  not  uncommon  for 
highly  radioactive  compounds. 

After  the  second  distillation  the  two  fractions  obtained  were 
examined  with  GC  analysis  again.  Only  the  second  fraction  contained  a 
detectable  amount  of  the  high  boiling  impurity,  while  both  fractions 
contained  small  amounts  of  two  lower  boiling  compounds.  Calculation 
of  the  peak  surfaces  resulted  in  a  chemical  purity  of  95X,  while  the 
radiochemical  purity  was  estimated  as  98X  because  only  the  first  of 
the  two  low  boiling  impurities  contained  any  radioactivity  (<  2X). 

The  distillation  residue  contained  far  more  of  the  high  boiling 
impurity  than  mustard  gas,  which  was  a  further  indication  for  the 
effectiveness  of  the  separation  by  distillation.  Due  to  the  above- 
mentioned  difficulties  with  radio-GC  and  radio-TLC  no  exact  figures 
coxild  be  given.  As  expected  radio-TLC  analyses  of  the  end  product 
showed  again  the  presence  of  a  single  peak  in  the  chromatogram. 

The  specific  activity  of  the  purified  mustard  gas  was  determined  by 
measuring  the  activity  of  10  nl  aliquots  of  a  solution  of  1  fil  of 
fractions  1  and  2  In  1.0  ml  of  dlchloromethane .  Assuming  a  density  of 
mustard  gas  of  1.27,  specific  activities  of  855  MBq/mmol  (23.1 
mCi/mmol)  and  877  MBq/mmol  (23.7  mCl/mmol),  respectively,  were  found, 
giving  a  radiochemical  yield  of  approximately  27X  (corrected  for 
radioactive  decay)  and  a  chemical  yield  of  31. 5X. 

II. 3. 4,  Synthesis  of  f Imustard  yaa  (second  batchl 

The  synthesis  was  repeated  as  described  in  II. 3.1,  starting  with  740 
MBq  hydrogen  {^^S] sulfide  (5.74  GBq/mnol).  The  material  was  diluted 
with  cold  hydrogen  sulfide  to  ca.  1  mmol,  as  described  before. 
Reaction  with  a  fresh  batch  of  ethylene  oxide  yielded  thiodiglycol  in 
quantitative  yield,  but  again  containing  the  same  impurities. 
Chlorination  with  thionyl  chloride  afforded  a  reaction  mixture  in 
which  higher  boiling  impurities  were  absent.  After  a  first 
distillation,  however,  ca.  ISX  of  the  higher  boiling  impurity  was 
detected  with  CC  analysis.  The  second  distillation  removed  this 
impurity,  but  the  yield  was  as  low  as  in  the  first  run.  A  quantity  of 
45  mg  of  mustard  gas  was  obtained,  containing  only  a  small  arnomit  of 
volatile  contaminants  (purity  ca.  98X,  GC).  The  radiochemical  yield 
of  the  intermediate  thiodiglycol  was  essentially  quantitative  (758 
MBq,  purity  ca.  7SX  radio-TLC),  whereas  154  MBq  of  mustard  gas  was 
obtained  (574  MBq/mmol,  21X).  The  chemical  yield  was  28X. 
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II-4.  S^mthesis  of  mustard  gas  derivatives 

11.4.1.  2.-Acetoxvethyl  2 * -hydroxvethyl  sulfide 

Thiodiglycol  (122  g,  1  mol)  was  dissolved  in  dichloromethane  (1  1), 
together  with  dry  pyridine  (7.9  g,  0.1  mol).  A  solution  of  acetyl 
chloride  (7.85  g,  0.1  mol)  in  dichloromethane  (100  ml)  was  added 
dropwise  with  stirring  at  room  temperature  in  the  course  of  1.5  h. 
After  stirring  for  another  2  h  at  room  temperature  the  reaction 
mixture  was  poured  into  water  (250  ml).  The  organic  layer  was  washed 
three  times  with  water  to  remove  excess  of  thiodiglycol  and 
pyridinium  salts.  HPLC  analysis  (system  A)  showed  almost  complete 
removal  of  thiodiglycol .  Distillation  of  the  crude  product  over  a 
Fischer  microcracking  tube  coltunn  gave  8.7  g  (49X)  of  the  desired 
product  as  a  thin,  colorless  oil,  b.p.  131-135  °C/2  mmHg.  Isothermal 
GC  analysis  at  100  °C  of  the  product  on  a  short  (22  m;  i.d.~  0.7  mm) 
column  coated  with  SE-30,  as  well  as  HPLC  analysis  (system  A)  showed 
that  the  purity  of  the  product  was  ca.  97X,  with  thiodiglycol  and  its 
diacetate  as  major  contaminants  in  approximately  equal  amounts. 

1h-NMR  in  CDCI3: 

4.24(t,2H,OCH2],  3.78(t.2H,Cii20H] ,  2.78[t,2H,CH2S] ,  2  77[t,2H,SCH2], 
2.10[s,lH,0H],  2.08[s,3H,CH3) 

l^c-NMR  in  CDCI3; 

170.9[C-0],  63.4(0CH2],  60.8(CH20H],  35.2[SCH2],  30.3[CH2S], 

20.7(CH3l 

Thermospray-LC-MS : 

m/z-165(Mir],  182(MNH4+].  224[MNH4;^  of  ui-(2-acetoxyethyl)  sulfide] 

11.4.2.  2 -AfittoxyAthyi  Z ' -chlomtliYL aultidB  (34) 

2-Acetoxyethyl  2' -hydroxyethyl  sulfide  (20  f,  0.12  mol)  was  dissolved 
in  dichloromethane  (75  ml)  and  thiohyl  chloride  (15  g,  0.13  mol)  in 
dichloromethane  (20  ml)  was  added  with  stitring  and  cooling  in  ice  at 
0-3  in  45  min.  The  evolution  of  gas  increased  strongly  when  after 
30  min  of  stirring  at  2  the  temperature  was  allowed  to  rise 
slowly.  Occasional  cooling  was  therefore  re-applied  during  2  h  until 
finally  room  temperature  was  reached.  Tlte  mixture  was  then  gently 
refluxed,  until  no  more  evolution  of  gas  was.  evident  (45  min). 
Evaporation  at  atmospheric  >re8sure,  followed  by  a  simple  vacuum 
distillation  yielded  21.2  g  (96. 8X)  of  a  slightly  yellow  oil,  b.p. 
80-82  ^C/0.3  mmHg.  GC-NS  analysis  revealed  the  presence  of  ca.  IX 
mustard  gas  and.ca.  IIX  di-<^-8C0toxyethyl)  sulfide.  The  product  was 
purified  to  a  gas  chromatographic  purity  of  99. 7X  by  a  second  vacuum 
distillation  over  the  Fischer  microcracking  tube  column.  Yield  17.3  g 
(79X)  of  colorless  oil,  b.p.  72-74  ^C/0.2  wrilg. 

^-NMR  in  GDC  . 3: 

4.23  (t,J-6.7  Hz,2H.CH20C(0)].  3.65{m.2H.CH2Cl ] .  2.92  [m.2H.CH2S], 
2.80  (t.  J-6.7  Hz.2H,CH'>Sl.  2.08(s.3H,COCH3) 
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^^C-NMR  in  CDCI3: 

170.8[CO],  63.6[£H20C],  43.0[CH2C1],  34.6[CH2S],  30.9[CH2S], 
20.9[£H3C0] 

EI-MS  (rel.int.): 

m/z-  122(32) [C1-CH2-CH2-S-CH-CH2’''- ].  109(5)[C1-CH2-CH2-S-CH2+]  , 

73(26)  [H2C-CH-S-CH2‘'’]  ,  63(11)  [Cl -CH2-CH2''‘] ,  60(69)  [CH3-C00H^- ] , 
43(100) [CH3-CO+] ,  27(27) [C2H3+] 

11.4.3.  2-t-Butvldimethvlsilvloxvethvl  2*-hvdroxvethvl  sulfide 

To  a  solution  of  thiodiglycol  (10  g,  0.082  mol)  and  triethylamine 
(4.7  g,  0.041  mol)  in  ether/acetone  (50  ml/20  ml)  was  added  with 
stirring  t-butyl-dimethylchlorosilane  (6.2  g,  0.04  mol)  in  ether  (30 
ml)  at  20  °C.  A  slightly  exothermic  reacticn  raised  the  temperature 
to  23  and  cooling  was  applied  to  maintain  a  reaction  temperature 
of  20  °C.  At  the  end  of  the  addition  thiodiglycol  separated  from  the 
mixture  and  acetone  (10  ml)  was  added  to  dissolve  it  again.  After 
standing  for  one  night  GC-MS,  ^H-  and  ^^C-NMR  analysis  revealed  the 
presence  of  mono-ether,  di-ether  and  thiodiglycol  in  a  ratio  of 
10:1:3,  respectively.  The  reaction  mixture  was  filtered  and 
evaporated.  The  remaining  oil  was  dissolved  in  ether  (150  ml)  and  the 
yield  of  a  preliminary  synthesis,  containing  ca.  9  g  of  2-t- 
butyldimethylsilyloxyethyl  2' -hydroxyethyl  sulfide,  was  added.  A 
portion  of  the  latter  product  had  been  used  for  extraction 
experiments  with  water,  sodium  bicarbonate  and  sodium  carbonate,  from 
which  it  was  concluded  that  thiodiglycol  could  be  removed  by  washing 
with  water  whereas  the  di- ether  content  was  not  changed. 

The  solution  was  therefore  washed  with  3  successive  portions  of  water 
(50  ml)  and  evaporated  again.  The  residue  was  dried  by  co-evaporation 
of  water  with  dry  acetone  and  the  residue  was  distilled  at  the  lowest 
possible  temperature  and  pressure  in  a  molecular  still.  Despite  the 
poor  fractionating  power  of  a  molecular  still,  fractions  containing 
92X  (13.3  g)  and  SOX  (3.0  g)  of  the  desired  product  were  obtained  at 
a  distillation  temperature  of  100  °C  and  a  pressure  of  0.001  mmHg. 

The  main  fractions  of  the  molecular  distillation  were  pooled  and 
distilled  again  in  the  Fischer  microcracking  tube  column,  yielding 
13.7  g  of  the  desired  product  (b.p.  91-3  ^C/0.1  mmHg)  with  a  gas 
chromatographic  purity  of  98X,  containing  1.7X  of  the  di -ether. 

^H-NMR  in  OHSO-dg: 

4.74{t,-5.6  H*,1H,0H),  3.73[t,J-6.9  Hz.2H.CH20Si) .3.54(dt,J-5.6  Hz 
and  J-6.9  Hz,2H,C|i20Hj ,2.64[t,J-6.9  Hz.2H.CH2S],  2.61(t,J-6.9 
Hz,2H.CH2Sl,2.61(t,J-6.9  Hz.2H,CH2S].  0.S9(b,9H.C(CH3)31 , 
0.07(s,6H,Si(CH3)2]. 

13c-NMR  in  DMSO-dg; 

62.9(Si-0-C|,  6l.l(C-0H),  34.4(S-C-C-0H1 .  34.1(Si-0-C-C-S),  25.8(C3- 
C).  17.9{C3-C),  -5.3(Si-C2]. 

EI-MS: 

m/z~  221tM-CH3l.  205(M-(CH3-K:H4)|  .  179(M-C4H9).  I63(H-(C4H9^4) . 
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11. 4. 4.  2_-Chloroethyl  2  * -hydroxvethvl  sulfide  I  semi -mustard 
gas)  (54) 

2-Mercaptoethanol  (20  g,  0.25  mol;  95. 5X  purity)  was  dissolved  in 
methanol  (150  ml,  0.005%  water).  Sodium  hydride  (11  g,  0.25  mol,  60% 
suspension  in  mineral  oil)  was  added  in  portions  with  stirring  and 
cooling  in  ice  within  10  min.  After  the  addition  of  1,2- 
dichloroethane  (150  ml,  0.005%  water)  the  solution  was  left  for  5 
days  in  a  refrigerator  at  5  °C.  Next,  precipitated  sodium  chloride 
was  removed  by  decanting  the  solution,  which  was  then  evaporated  at 
20  °C/15  mmHg.  The  residue  was  dissolved  in  ether  (200  ml)  and  the 
solution  was  washed  with  ice  water  (50  ml),  dried  over  MgS04, 
filtered  and  evaporated  again.  The  residue  was  quickly  washed  with 
petroleum  ether  (4  x  50  ml,  0.004%  water)  to  remove  the  mineral  oil. 
After  degassing  the  residue  for  10  min  at  20  °C/15  mmHg,  ca.  10  g  of 
crude  product  remained  (28.5%)  which  was  immediately  redissolved  in 
ether  (200  ml).  The  gas  chromatographic  purity  was  95%.  Precipitated 
decomposition  products  were  removed  by  filtration  before  using  the 
product  for  further  syntheses.  The  product  was  deemed  too  unstable 
for  complete  analysis.  It  was  identified  by  means  of  GC-MS  analysis. 

El -MS; 

m/z-  140  (M+*).  109  (C1CH2CH2SCH2'*'* ) ,  104  (M+  -HC1) 

11.4.5.  2-  Trimethylsilvloxvethvl  2* -chloroethvlsulfide 

A  solution  of  semi -mustard  gas  (ca.  10  g)  in  ether  (200  ml,  0.005% 
water)  was  cooled  to  -60  and  triethylamlne  (7.2  g,  72  mmol,  0.01% 
water)  was  added  with  stirring  in  the  course  of  10  min.  Next  a 
solution  of  bromotrinethyl silane  (10  g.  72  nmol)  in  ether  (50  ml)  was 
added  dropwise.  The  reaction  mixture  w.ns  stirred  for  2  h  at  -50  °C 
and  was  left  at  -20  for  2  days.  After  bringing  the  mixture  to  room 
temperature,  the  precipitate  was  removed  by  filtration.  The  filtrate 
was  evaporated  at  reduced  pressure  and  the  residue  was  vacuum 
distilled.  The  yield  of  colorless  liquid  was  10.0  g  (19%  overall), 
boiling  point  61-2  °C/0.6  mmHg.  The  purity  according  to  GC-  and  ^^C- 
NHR  analysis  was  93  and  88%,  respectively,  the  main  impurity  being 
semi -mustard.  The  lower  purity  as  determined  by  NMR  was  probably  due 
to  traces  of  water  in  the  NMR  solvent,  which  caused  partial 
hydrolysis  of  the  product.  Redistillation  of  the  product  in  the 
Fischer  column  did  not  improve  the  quality  of  the  product. 

Elemental  analysis  (C7H],7C10SSi;  N.V.  212.5); 

Calc.:  C  39.23%  Found:  39.36  1  0.14% 

H  7.95%  8.00  1  O.OSX 

Cl  17.13%  16.89  ±  0.23% 

S  15.85%  15.45  ±  0.37% 

^H-NMR  in  CDCls: 

3.75it,J-6.6  Hz,2H,CH2-OS1],  3.66{m,2H,CH2-Cl) ,  2.90(m.2H.SCli2* 
CH2CI],  2.69(t,2H,J-6.6  Hz.SCil2CH20] .  0.13  (s.9H,Si(CH3)3] 
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l^c-NMR  in  CDCI3; 

62.3  [t,CH20Si],  42 . 6[ t ,CH2C1 ] ,  34.2[t,SCH2] ,  34.1[t,SCH2] , 
-1.0[q,Si(CH3)3] 

EI-MS  (rel.int.): 

m/z-  176(15)[M-HC1]+,  116(4) [H2C-CH-0-Si(CH3)3 ]+• , 

103(56) [H2COSi(CH3)3]+,  93(35) [ (CH3)2SiCl ]+,  73(100) [ (CH3)3Si ]+ 

II. 5.  Synthesis  of  guanine  and  adenine  adducts 

II. 5.1.  N7 - f 2 * -Hvdroxvethvlthioethvl ) -guanine  (30) 

Guanosine  (4.8  g,  16.8  mmol)  and  mustard  gas  (3.3  ml,  27.6  mmol)  in 
acetic  acid  (60  ml)  were  reacted  at  100  °C.  A  clear  solution  was 
obtained  after  30  min  and  heating  was  continued  for  a  total  period  of 
2  h.  After  cooling,  a  small  amount  of  solid  material  precipitated, 
which  was  collected  by  filtration.  The  filtrate  was  subjected  to 
evaporation  at  reduced  pressure,  which  caused  the  precipitation  of 
large  amounts  of  a  very  fine  off-white  solid  after  a  short  time.  This 
material  was  also  collected  by  filtration  and  the  filtrate  was 
evaporated  to  dryness.  After  addition  of  1  N  aqueous  HCl  (50  ml)  to 
the  residue,  the  solution  obtained  was  extracted  with  dichloromethane 
(4  X  10  ml)  in  order  to  remove  excess  mustard  gas.  Both  batches  of 
solids  were  added  to  the  washed  solution,  using  another  50  ml  of  1  N 
HCl  to  rinse  the  filters.  The  combined  solutions  were  heated  at  100 
for  1  h  and  aqueous  hydrochloric  acid  was  removed  by  evaporation 
at  reduced  pressure.  Next  the  residue  was  dissolved  in  water  (100  ml) 
and  the  solution  was  neutralized  with  cone,  ammonia  (ca.  5  ml).  The 
resulting  light  brown  precipitate  was  collected  by  filtration  and 
subsequently  extracted  with  400  ml  of  boiling  water.  The  remaining 
insoluble  brown  material  was  filtered  off  and  the  filtrate  was  cooled 
in  ice.  The  precipitated  product  was  collected.  After  drying  in  a 
vacuum  desiccator,  a  total  of  2.1  g  of  product  resulted.  According  to 
thermospray-LC-HS  analysis  the  product  consisted  mainly  of  the  title 
compound  (54X:  is/z-256,MH'*') ,  together  with  guanine  (34X; 
ffl/Z'lS2,MH'*') ,  traces  of  the  di -adduct  (iii^z«389,MH'*';411,MNa'*’)  and  some 
further  impurities  (12X).  The  insoluble  material  contained  guanine, 
together  with  a  small  amount  of  the  title  compound,  a  considerable 
quantity  of  a  product  that  eluted  somewhat  later,  possibly  the 
corresponding  di-adduct,  and  finally,  large  amounts  of  a  great  number 
of  compounds,  eluting  only  when  lOOX  methanol  was  used.  An  amount  of 
100  mg  of  raw  material  was  purified  on  the  reversed  phase  Lobar 
column  in  batches  of  20  mg  each,  which  were  dissolved  in  1  N  HCl 
prior  to  injection  onto  the  column.  Elution  took  place  at  a  flow  rate 
of  4-6  ml/  min  with  25  mH  NH4HCO3  in  25X  methanol/water.  A  total  of 
45  mg  of  purified  product  was  obtained  by  evaporation  of  the  pooled 
product  eluates.  This  material  was  further  purified  by 
recrystallization  from  boiling  water,  which  removed  an  unidentified 
brown  material ,  together  with  impurities  probably  originating  from 
the  column.  A  white  crystalline  material  (35  mg)  resulted  after 
drying  in  a  vacuum  desiccator,  which  had  a  purity  of  97X  according  to 
HPLC  analysis  (system  A)  at  254-300  nm.  No  impurities  were  detectable 
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with  ^H-  or  ^^C-NMR.  M.p.:  decomposition  >280  °C.  Decomposition  above 
280  °C  has  also  been  reported  by  Brookes  and  Lawley  (30). 

^H-NMR  in  DMSO-dg: 

10.83[bs,lH,NH] ,  7.94[s.lH,C8H] ,  6.17[s,2H,NH2] ,  4.78[t,J«5.3  Hz, OH], 
4.35  [t,J-6.7  H2,CH2N],  3 . 54[dt , J-±5 . 6  Hz  and  6.5  Hz,2H,CH20H] , 
2.97[t,J-6.7Hz,2H,N-C-CH2S] ,  2.59[t,J-6.7  Hz,2H,SCH2-C-OH] 

13c-NMR  in  DMSO-d6: 

160.2[C4],  154.6[C6],  152.8[C2],  143.5[C8],  107.9[C5],  60.8[CH20H], 
46. t  [NCH2].  33.8[S£H2-C-0H],  32.2[N-C-£H2S] 

Thermospray  MS: 

m/z-256(MH^) ,  270  (MH"*"  of  product  methylated  at  hydroxyl  group; 
occurs  when  MeOH  is  present  in  eluent),  298(MH^  of  product  acetylated 
at  hydroxyl  group  during  thermospray) . 

UV  spectra: 
pH-1  :  249  nm  (max) 
pH-7  :  284  nm  (max) 
pH-12:  280  nm  (max) 

II. 5. 2.  Oi-g-guanin-ll-yl-ethyl)  aulfidg  (34) 

Mustard  gas  (0.5  ml.  4.2  mmol)  was  suspended  in  a  solution  of 
guanosiiiS'S* -phospate  di-sodlum  salt  trihydrate  (2  g,  4.3  mmol)  in 
water  (20  ml).  The  mixture  was  stirred  magnetically  at  room 
temperature  for  24  h.  during  which  time  the  mustard  gas  slowly 
dissolved.  After  the  addition  of  water  (10  od)  and  cone.  HCl  (2  ml) 
the  solution  was  heated  at  100  for  1  h.  The  hydrolyzed  reaction 
mixture  was  left  at  room  temperature  overnight  and  the  precipitated 
solid  material  was  collected  by  filtration.  LC>MS  analysis  revealed 
the  presence  of  guanosine  (m/z  -  152, MH^),  N7*(2'> 
hydroxyethyllhioethyl) 'guanine  (m/z  -256, MH^),  and  of  the 
corresponding  dl -adduct  (b^z  -389, MH^).  Three  successive  extractions 
with  diluted  HCl  (pH  2)  during  15  min  left  a  product  containing  86X 
di-adduet.  The  product  was  combined  with  crude  product  from  a  similar 
experiment  and  was  reerystallized  from  boiling  aqueous  HCl  (pH  2). 
After  drying  115  mg  of  product  was  obtained  (HPLC  97X,  285  nm;  system 
A),  m.p.  230  (decomposition).  The  IR  spectrum  clearly  showed  that 
the  di -adduct  was  obtained  as  its  hydrochloride  salt  and  the  product 
was  stored  in  that  form  at  -20  ^C,  to  minimize  the  risk  of  possible 
instability  of  the  free  base. 

^H-NMR  in  CF3COOD: 

8.95(s.2H.2C8H],  4.86[bt.J-  ±  5  Hz.4H,2HCH2) ,  3.27[bt.J-  ±  5 
HZ.2CH2S) 

^^C-NMR  in  CP3COOD  (signals  of  CF3COOD  at  115.7  and  162.9  ppm  were 
used  as  reference); 

154.6(C6),  154.0[C2].  14S.9[C4).  140.7(C8},  109.5(CS].  50.0(NCH2), 

32.1  (CH2S] 
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Thermospray  MS: 

m/z-  389(MH+),  411(MNa+) 

UV  spectra; 
pH-1  ;  249  nm  (max) 
pH-7  :  284  nm  (max) 
pH-12:  280  nm  (max) 

II. 5. 3.  Synthesis  of  06-(2"-hvdroxyethvlthiQethyll-2_* - 

deoxvguanosine 

II. .S. 3.1.  3*  .5*  .N2-Triacetvl-2*-deoxvguanosine  (55) 

To  a  suspension  of  2 ' -deoxyguanoslne  (1.33  g,  5  mmol)  in  dry  pyridine 
(200  ml)  was  added  acetic  acid  anhydride  (4.6  ml,  50  mmol),  4> 
dimethylaminopyridine  (60  mg,  0.5  mmol)  and  triethylamine  (7.6  ml,  50 
mmol).  The  mixture  was  stirred  for  20  h  at  50  °C.  Next,  50  ml  of 
water  was  added  to  the  cooled  solution.  Pyridine  was  evaporated  at 
reduced  pressure  and  another  100  ml  of  water  was  added.  Hater  was 
evaporated  under  reduced  pressure  until  crystallization  occurred. 
Yield;  70X  of  yellow  needles  (1.4  g,  3.5  mmol).  The  purity  of  the 
product  was  confirmed  by  ^H-NMR  spectroscopy.  M.p.:  203-206  °C  [litt. 
(55);  softening  at  190  °C:  decomposition  at  225  °C]. 

1h-NMR  in  DMSO-dg: 

11.7[8.1H,N11).  8.2(s.1H,H8].  6.2(t,lH,Hl' ] t  5.3[d,lH,H3*].4.2- 
4.3(m.3H,H4»,H5'.H5"],  3.0,2.6(m,2H,H2'.H2“),  2.2  (8,3H,NC(0)CH3] , 
2.1[8.3H.0C(0)CH3l,  2.05(8,3H,0C(O)CH3) . 

l^C-NMR  in  OMSO-dg: 

173.5,  170.1  and  169.9(3£(0)CH3l ,  154.8(C6),  148.4(C4), 

148.0(02), 137. 4(C8J,  120.4(04),  83.0(01').  81.8(04'),  74.4(03'), 

63. 6(05'), 35. 8  (02').  23.8,20.8,20.6<30H3) . 

Thermo8pray-L0-HS ; 

^/z-  394(MH^),  416(MNa'*’),  432(M1C^). 

UV  spectrum  (methanol): 

Maximum  at  256.5  (255)  nm:  minimum  at  224.5  (224)  nm;  shoulder  at 
277.5  (278)  nm.  (Values  from  litt.  (55)  between  brackets) 

11.5.3.2.  3' .5' .N2-Triaeetvl-Q6-f2'».acatQxvethvlthioathvl)-2'- 

daoxv.yuanoatne  (56.57) 

3' ,5' ,N2-Triacetyl-2'-deoxyguanoslne  (0.8  g,  2  mmol)  was  dissolved  In 
8  ml  of  dry  dichloromethane.  To  this  solution,  2,4,6- 
triisopropylbenzenesulfonyl  chloride  (1.2  g,  4  mmol),  triethylamine 
(1.2  ml,  8  nmol)  and  dimethylaminopyridine  (15  mg:  catalyst)  were 
added.  After  30  minutes  TLC  analysis  (eluent  8S  methanol  in 
dichloriNMithane)  showed  that  the  reaction  was  complete.  This  is 
deduced  from  the  complete  disappearance  of  the  3* ,5' ,N2-triaeetyl•2'- 
deoxy|pianosine  spot  (Rf-0.1),  and  the  appearance  of  a  new,  higher 
running  apot  (Rf^.8),  after  visualisation  of  the  spots  under  UV 
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light  or  by  spraying  with  20X  sulfuric  acid/methanol  and  subsequent 
heating  (which  produces  black  spots).  The  product  was  purified  by 
flash  chromatography  on  a  silica  gel  column  (2x8  cm), eluted  with 
di chi orome thane.  The  intermediate  thus  obtained  was  co-evaporated 
with  dry  dioxane  to  dryness  and  dissolved  in  1  ml  of  di chi orome thane. 
2-Acetoxyethyl  2 ' -hydroxyethyl  sulfide  (3.3  g,  20  mmol;  confer 
I I. 4.1)  was  added  to  this  solution  and  the  mixture  was  cooled  tc  0 
°C.  1 -Methyl pyrrolidine  (0.93  g,  11  shboI)  was  added  and  after 
stirring  for  10  min,  l,8-diazabicyclo(5.4.0)undec-7-ene  (DBU,  0.23  g, 
1.5  mmol)  was  added.  The  mixture  was  stirred  for  another  2  h.  The 
solution  was  diluted  with  50  ml  of  dichloromethane  and  washed  three 
times  with  a  saturated  aqueous  solution  of  ammonium  chloride. 
Dichloromethane  was  distilled  off  under  diminished  pressure  and  the 
residue  was  purified  on  a  column  (.3x30  cm),  which  was  filled  with 
silica  gel  and  saturated  with  a  mixture  of  petroleum-ether  40-60  and 
dichloromethane  (1/1, v/v).  This  mixture  was  also  used  to  elute  apolar 
impurities  from  the  column,  as  could  be  checked  with  TLC.  After  this 
purification  step  the  column  was  eluted  with  dichloromethane  and 
methanol.  The  product  was  eluted  with  a  gradient  starting  with  lOOX 
dichloromethane  and  ending  up  with  lOX  methanol  in  dichloromethane. 
The  Isolated  product  was  still  contaminated  with  starting  material , 
as  was  sho%m  with  ^H-NMR.  Further  purification  was  not  deemed 
necessary. 


II. 5. 3. 3.  06-12* - Hydroxyethyl thioethyl ) -2  * -deoxvauanosine 

After  preparing  a  saturated  solution  of  3*  ,5' ,N2-triacet  •06-(2''- 
acetoxyethyl thioethyl) -2 *-deoxyguanosine  In  dioxane  in  a  100  ml  round 
bottom  flask,  just  enough  aqueous  ammonia  (25X)  was  added  to  obtain  a 
homogeneous  solution.  The  flask  was  closed  end  set  aside  at  50  for 
16  h.  Next,  the  mixture  was  evaporated  to  a  small  volume.  A  final 
purification  of  the  product  was  obtained  by  means  of  gel  filtration 
on  a  C-10  column.  The  coIuki  was  eluted  at  a  rate  of  1  sd/min  and  10 
ml  fractions  were  collected.  The  title  compound  was  collected  in 
fractions  33-47  (checked  with  HPl^).  The  combined  fractioM  were 
concentrated  to  a  small  volume  and  lyophilized.  Some  fractions  which 
still  contained  N2  acetylated  product  were  heated  again  with 
concentrated  ammonia  and  once  more  purified  on  the  C-10  column.  The 
lyophilixed  product  is  a  white  fluffy  material.  The  total  yield, 
startinf,  with  2  nmol  of  3* ,5’ ,N2-triacetyl-2'-deoxyguanosina  was  90 
milligrams  (0.24  mmol,  12X  overall  yield).  The  product  is  very 
hygroscopic  snd  liquefies  within  minutes  when  exposed  to  air.  It  was 
stored  in  a  sealed  flask  in  a  refrigerator.  According  to  the 

purity  of  the  product  is  >  95X. 

in  D2O: 

8.04ts.lH.H8).  6.31(dd.J-ca.7  Hs,Hr).  ^-84  lm.H3*K  4.62(t.J«A.3 
Hs,0CH2).  4.16ia.H4*).  3.82{a.HS* ,H5«).  3.79tt,J-6.4  Hs,CH20H). 
3.04(t,J*6.4Hx,CH28i.  2.35  (t,J-6.3  HS.CK2S).  2.33  and 
2.80(dd.H2',H2*l. 
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l^c-NMR  in  D2O: 

163.1[C6].  162.1[C2],  155.2[C4],  U1.4[C8).  116.9[C5],  89.8(C4'], 
86.9(C4'1,  73.9[C3'].  68.7[OCH2].  64.4(C5'].  63.0(0H2],  41.4(C2'1. 
36.4[SCH2],  32.5  [SCH2). 

Thermospray  MS: 

m/z-  372(hfrr*’),  256(lfif^  of  06- (2 ' -hydroxyethylthloethyi) -guanine ] , 

152 [MH'*'  of  guanine]. 

UV  spectra  : 

pH-1  :  288.5  nm(aax),  261  na(ain.),  243  nm(iiax),  232  na(iiin.). 
pH-7  ;  281  na(aax}.  262  nii(Bin.),  247.5  nm(aax),  228  nffl(ain.). 
pH-13:  281  na(nax),  262  naCain.).  247.5  na(aax),  227  na(ain.). 

11. 5. 3. 4.  06: f 2 •  “Hydroxytthyl thlMthyl ) -guanlM 

06- (2* -Hydroxyethylthloethyi) -2 '-deoxyguanosine  (30  ag.  0.08  aaol) 
was  stirred  with  25  al  of  0.1  M  HCl  for  10  aln  in  a  100  al  round 
bottoa  flask.  HPLC-analysis  systea  A)  showed  that  the  starting 
asterial  had  alaost  coapletely  disappeared.  Two  new  peaks  were 
visible,  probably  06- (2* -hydroxyethylthloethyi) -guanine  and  guanine. 
The  reaction  aixture  was  neutralised  with  aaaonia  and  evaporated 
under  reduced  pressure  at  35  to  a  saall  voluae.  The  residue  was 
applied  to  a  G-10  coluan.  The  product  was  collected  in  fractions  TO¬ 
SS  (12  al  fractions).  The  coabined  fractions  were  concentrated  and 
lyophillsed.  The  total  yield  was  S  ag  (0.03  aaol.  39X  yield). 
According  to  'h-NMR  the  purity  of  the  product  was  >9SX. 

^-NMR  in  DHSO-dg: 

7.84(s.lH.HS).  6.2(s.2H.NH2).  4.56[t.2H.CH20|.  3.61(t.2H.Cll20H) . 
2.96(t.2H.CH2S),  2.72(t.2H,SCH2| . 

l^C-NHR  In  OMSO-dg; 

159.7.  139.0.  65.1(0CH2)*  61.0(CH20H).  34.3(SCH2}.  30.1(S(»2)- 
Theraospray  KS: 

d/z-  256(MN^),  27S(MNa^).  152(l«f^  of  guanine). 

UV  spectra; 

pH-1  :  287.5  na<Bax),  253  na(ain.). 

pH-7  :  281.5  nB(aax),  258  aa(Bin.).  239.5  ni(Bax),  228  na(aln.). 
pH-13:  284  nB<aax).  258  iM(ain.).  245  fiB(sh). 

11.5. 3. 5.  Htnaelea  of  dealkyiacion  of  QS-alkvlatad  auanlBaa 

Reactions  were  carried  out  in  quarts  cuvectes  (Ixl  ca)  themoatacced 
at  25  After  aixlng  2.94  al  of  0.05  H  xa  solution  of  which  the  pH 
was  adjusted  to  0.5  with  concentrated  HCl  and  0.06  al  stock  solution 
(1  1^^)  of  06-alkyUted-faattine,  UV  scans  were  node  every  30  aln 
(2*-hydroityethylthLoectqfl  coapound)  or  10,000  aln  (etl^l  coiqiound). 
kinetic  runs  were  perforasd  In  duplicate.  Rate  constants  were 
calculated  froa  a  i^ot  of  the  log  of  the  dlffereoee  between  the 
absorbance  at  a  given  tiae  and  the  stMorhanee  of  the  doalkylated 
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product  at  2*48  nm,  assuming  (pseudo)  first-order  kinetics.  At  the 
selected  wavelength,  the  differences  between  the  absorbance  of  the 
dealkylated  products  and  of  the  corresponding  starting  compounds  are 
maximal.  The  absorbance  value  which  was  increased  less  than  0.0005 
absorbance  units  at  the  next  measurement  was  taken  as  the  absorbance 
of  the  dealkylated  product . 

II. 5. 4.  N3 - ( 2 * -Hydroxyethylthioethyl ) -adenine  (30) 

Adenosine  (5.0  g,  18.7  mmol)  was  suspended  in  acetic  acid  (65  ml)  and 
mustard  gas  (3.5  ml,  29.3  mmol)  was  added.  The  mixture  was  stirred 
and  heated  to  100  °C.  When  the  temperature  had  reached  75  °C  a  clear 
solution  was  obtained  which  was  heated  for  an  additional  1.5  h  at  iOO 
°C.  After  cooling  and  standing  overnight  at  room  temperature  a  small 
amount  of  solid  material  precipitated.  The  mixture  was  evaporated  at 
reduced  pressure,  yielding  a  semi -solid  brown  residue.  After  addition 
of  1  N  HGl  (65  ml)  the  relatively  large  excess  of  unchanged  mustard 
gas  was  extracted  with  di chi or ome thane  (4  x  10  ml)  and  the  washed 
solution  was  heated  at  100  °C  for  1  h.  After  30  min  thermospray-LC-MS 
analysis  showed  the  presence  of  adenine  (m/z^  136, Mlf*'),  together  with 
two  new  compounds  which  eluted  later.  Both  products  showed  MIT*'  at 
ra/z=  240,  corresponding  with  (2' -hydroxyethylthioethyl)  adducts  of 
adenine . 

After  cooling  and  evaporation  to  dryness  the  residue  was  taken  up  in 
water  and  the  solution  was  neutralized  with  concentrated  ananonla, 
which  caused  the  colour  of  the  solution  to  darken.  After  partial 
evaporation,  the  solution  was  left  at  room  temperature  during  the 
night.  The  reaction  mixture  was  evaporated  to  dryness  after 
filtration  and  the  residue  was  taken  up  In  warm  ethanol/vater  (6:1, 
v/v).  Upon  cooling,  a  second  batch  of  solid  was  obtained,  which 
consisted  largely  of  inorganic  material  (NH4CI).  The  mother  liquor, 
which  was  freed  from  more  inorganic  material  by  evaporation, 
dissolving  the  residue  In  methanol  and  precipitating  with  twice  the 
volume  of  dlchloromethane,  was  finally  evaporated.  The  crude  dark 
brown  residual  reaction  mixture,  containing  adenine  and  the  two 
adducts,  was  dissolved  In  water  (3  ml).  Small  amounts  of  both  adducts 
were  1 sole  ted  by  means  of  reversed  phase  HPLC  (system  A)  and  were 
tentatively  Identified  as  the  N3-and  the  N9-adduct8  by  means  of 
NMR.  A  larfer  amount  of  the  N3*adduct  was  Isolated  by  means  of  liquid 
chromatography  of  10  portions  of  0.3  ml  each  on  a  reversed  phase 
Lobar  cobimn  (eluent  23X  MeOH,  23  mM  NH4HCO3,  flow  6>10  ml/mln, 
detection  at  234  nm) .  The  combined  fractions  were  evaporated  at 
reduced  pressure  and  the  residual  N3*adduct  was  freed  from  column 
material  by  extraction  with  water.  The  pooled  extracts  (3  ml)  were 
chromatographed  again  on  the  Lobar  column.  Subsequent  evaporation, 
extraction  and  freeze  drying  yielded  31  mg  of  pale  brown  solid 
material.  HPLC  analysis  confirmed  the  absence  of  adenosine  and  N9* 
adduct,  purity  ca.  98X.  M.p.:  slow  discoloration  to  187  melting 
and  rapid  decomposition  >188  °C.  The  product  partially  turned  brown 
during  freeze  drying.  This  same  discoloration  was  observed  earlier  in 
different  stages  of  synthesis  runs.  However,  small  amounts  of  N3> 
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adduct  remaining  in  glass  ware  and  on  filters  did  not  turn  brown  on 
exposure  to  light  and  air  for  several  weeks. 

^H-NMR  in  DMSO-de: 

8.37[s,lH,C?.H].  7.9[b,2H,NH2] .  7.78[s,lH,C8H] ,  4.49(t,J-6.7 
Hz,2H,NCHo],  3.56  [t,J-6.7  Hz , 2H , CH2OH ) ,  3.12[t,J-6.7  Hz,2H,N-C- 
CH2SI,  2.64[t,J-6.6  Hz,2H,SCH2-C-OH) 

l^c-NMR  in  DMSO-dg: 

153.1(C6],  152.4[C8],  149.5(C4],  143.8(C2],  120.3[C5].  60.8[CH20H]. 
49.0[NCH2],  33.9[S£H2-C-0H),  30. 3(S£H2-C-N) 

Thermospray  MS: 
m/z-  240 

UV  spectra  (58): 
pH  1  :  274  nm  (max) 
pH  7  :  273  nm  (max) 
pH  12:  272  nm  (max) 

II. 6.  Synthesis  of  2 * -deoxvffuanosine  5* -phosphate  fldductfi 

with  Buatflrt  gas 

II. 6.1.  Synthesis  of  N7-r2".hvdroxvethvlthiQflthvl)-£UanQ8lne- 
5 » ■ phosphate  and  of  di - f  2 - 1 ( auanosint - S  *  - phosphatfe)  -2^ 
vD-ethvll  sulfide  (59) 

In  a  titration  vessel  of  150  irl,  guanoslne-5' 'phosphate  (400  mg,  1 
mmol)  and  mustard  gas  (0.32  g.  2  mmol)  in  100  ml  of  water  were 
stirred  for  16  h.  The  pH  (4.5)  was  kept  constant  during  the  reaction 
time  with  a  pH-Stat  using  1.0  N  aqueous  NaOH  as  titrating  solvent. 

The  reaction  mixture  became  homogenous  after  a  few  hours.  At  the  end 
of  the  reaction  the  release  of  hydrochloric  acid  had  stopped  since  no 
further  base  was  used  for  titration.  According  to  Ion  pair  HPLC 
(714/260  nm;  system  B)  two  main  products  were  formed,  presumably  the 
mono-  and  the  di -adduct  at  the  N 7 -position.  The  presence  of  starting 
material  and  thlodlglycol  in  the  reaction  mixture  was  verified  by 
means  of  co-injectlon.  The  reaction  mixture  was  extracted  three  times 
with  dlchloromethane  In  order  to  remove  any  residual  mustard  gas,  and 
was  subsequently  evaporated  until  10  ml  of  solution  was  left.  The 
reaction  mixture  was  first  purified  on  a  column  (Pharmacia  )Q(16,  30x2 
cm)  filled  with  Sepharose  Q  fast  flow  anion  exchange  material,  The 
column  was  filled  with  an  emidslon  Sei^rose  Q  in  a  mixture  of  20X 

ethanol/water  (off  factory).  In  order  to  remove  ethanol,  the  column 
was  flushed  with  water  during  1  h  at  a  speed  of  3  ml/min.  About  100 
og  of  crude  reaction  product  dissolved  in  water  (2  ml)  was  applied  to 
the  colium,  using  the  P-1  pump.  Next,  the  column  was  washed  for  30 
min  with  water,  at  a  flow  of  3  ml^'ialn.  In  this  period  the  N 7 -adducts 
as  well  as  chiodtglycol  were  flushed  off  from  the  column  (HPLC). 
Subsequently,  the  sodium  chloride  concentration  was  increised  to  1  H 
in  water  in  the  course  of  10  minutes  and  was  kept  at  this 
concentration  for  the  next  20  min  In  order  to  elute  gu»ncsioe-5* - 
phosphate  from  the  column.  Finally,  the  cc.icentratlon  was  decreased 
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to  0%  NaCl  and  the  column  was  washed  for  1  h  with  water  in  order  to 
prepare  the  column  for  the  next  portion  of  100  mg  of  crude  product. 
After  five  runs  the  fractions  containing  mono-  and  di -adduct  were 
combined  and  lyophilized.  Reversed  phase  HPLC  showed  that  almost  all 
of  the  starting  material  had  been  removed. 

In  order  to  separate  mono-  and  di -adduct,  as  well  as  to  remove 
thiodiglycol  and  unidentified  impurities,  the  combined  fractions  were 
rechromatographed  on  a  Lobar  C  (440x37  mm)  column  filled  with  Q 
Sepharose  fast  flow  material .  This  column  contains  much  more  anion 
exchange  material  than  the  earlier  mentioned  column,  which  was 
considered  to  be  necessary  for  separating  the  mono-  and  di-adducts. 
For  the  gradient  system  we  used  two  solvents,  i.e.,  solvent  A: 
distilled  water  and  solvent  B:  1  M  aqueous  NaCl.  During  the  first  90 
minutes  the  column  was  flushed  with  solvent  A.  Then,  the  gradient  was 
increased  to  IZ  B  buffer  in  the  course  of  10  min  and  eluted  for  230 
min.  Next,  the  concentration  of  B  buffer  was  Increased  to  lOX  in  30 
min  and  was  held  at  this  concentration  for  another  30  min.  Finally, 
the  amount  of  B  buffer  was  increased  to  30Z  in  60  min  and  then  to 
lOOX  in  the  course  of  60  min.  After  the  eluent  had  reached  a 
concentration  of  lOOX  B  buffer  the  column  was  run  for  another  60  min. 
Next,  the  salt  concentration  was  decreased  to  OX  in  the  course  of  60 
min  and  the  system  was  eluted  for  another  60  min  with  solvent  A  in 
order  to  clean  the  column.  The  eluent  was  run  at  a  constant  speed  of 
3  ml/mln.  This  purification  step  was  also  done  batchwlse  with  the 
slowly  increasing  gradient  as  described  because  the  capacity  of  the 
column  was  low  for  the  separation  of  the  mono-  and  di -adducts,  and 
for  the  removal  of  thiodiglycol.  The  monoadduct  was  collected  between 
430  and  580  min  after  the  start  of  the  run,  whereas  the  di -adduct 
eluted  between  380  and  600  min. 

In  order  to  separate  the  mono-  and  di -adducts  from  residual 
thiodiglycol  and  Inorganic  salts,  gel  filtration  was  used  as  a  final 
purification  step.  A  column  (1  m  x  2  cm)  filled  with  Sephadex  G-10 
matrix  was  used,  Water  was  used  as  an  eluens  at  a  speed  ot  1  ml/mln 
and  3-ml  fractions  were  collected.  The  monoadduct  eluted  after  ca.  80 
minutes  (UV  detection  at  214  nm;  chloride  ions  were  detected  with 
silver  nitrate).  The  purification  of  this  adduct  was  rather  delicate, 
because  the  difference  in  retention  times  between  product, 
thiodiglycol  and  salts  was  very  small.  Therefore,  only  the  first  20 
ml  (four  fractions)  contained  monoadduct  which  was  free  from  salts 
and  thiodiglycol.  Impure  fractions  were  recombined  and  repurified. 

The  solutions  containing  pure  monoadduct  were  ev  . ^orated  to  a  small 
volume  and  were  subsequently  lyophilized.  The  product  has  a  white 
fluffy  appearance  and  is  very  hygroscopic.  Altogetiier.  120  mg  of  the 
monoadduct  di-sodium  salt  was  obtained,  with  a  purity  of  94X  (^H- 
NMR). 


^H-NHR  in  DHSO-dg: 

9.60(s.lK.H8].  7.43(b8,2H.NIi2].  4.33-i>3.01i'2.66^3.52(all  t,J-6  Hz. 
8H.NCH2CH2SCH2CH2O!.  5.88|d.J-4.6  Hz,lM,Hl*l.  4.45(t , 1H.M2' ) . 
4.24{t.lH.M3»).  4.16|m.lH.H4*).  4.0|m.2H.H2-3* ) 
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^H-NMR  in  D2O: 

9.28[s,lH,H8],  4.7+3.1](m,4H,NCH2CH2S],  2. 77+3. 74 [both  t,J- 
6Hz,SCH2CH20] ,  6.09[d,J=3.6Hz,lH,Hl' ] ,  4.7[m,lH,H2' ] . 
4.47[t,J-5Hz,lH,H3'],  4.41[m,lH,H4' ] ,  4.12+4.24[m,2H,H2-5' ] • 

l^C-NMR  in  DMSO-dg: 

154.0[C2  or  C6],  150.1[C4],  107.3[C5],  156.5[C6  or  C2],  137.2[C8]. 

49. 0+31. 5+34. 0+61. 3[NCH2CH2SCH2CH20],  89.8[C1'],  75.3[C2']. 

70.1[C3'].  85.0[d,Jpocc-7Hz,C4'].  63.5[d, Jpoc-^Hz,C5' ] • 

l^C-NMR  in  D2O: 

157.4(C2],  152.5[C4],  110.2[C5],  158.5[C6],  138.9[C8], 

51. 2+33. 6+36. 0+63. 0[NCH2H2SCH2CH20],  92.4(C1'],  77.4[C2'],  72.1[C3']. 
86.9[d,Jpocc“8Hz,C4'],  66.0[d. Jpoc-4Hz.C5' ] . 

31p-NMR  in  D2O: 

1.60 

FAB-MS: 

m/z-  468(M!r*‘),  490<MNa+) 

UV  spectra: 
pH  1  :  238  nm  (max) 

pH  7  :  258  nm  (max) 

pH  13  :  266  nm  (max) 

The  dl -adduct  eluted  after  ca.  30  min  from  the  G-10  column,  which 
separated  the  product  easily  from  inorganic  material  and 
thiodiglycol .  A  total  of  20  mg  of  the  white,  fluffy,  and  very 
hygroscopic  di -adduct  was  obtained  after  lyophilization.  According  to 
^•NMR,  the  purity  was  ca.  90X. 

^H-NMR  in  D2O; 

9.24(s,lH,H8I,  4.7+3.l2(m,4H.NCH2CH2Sl,  6.09(d, J-4Hz,lH,Hl' ] . 
4.7[IH,H2'1.  4.46[t,lH,H3'].  4.41(m,lH,H4' ) .  4.l2+/».23(m,2H,H2-5' ) 

l^C-NMR  in  D2O: 

157.2(C2],  152.5(C4),  U0.2(C5),  158.5(C6).  139(C8), 
51.4+33.3(NCH2CH2Sj,  92.4(Cl'l.  77.3{C2').  72.1103').  87.0(d. Jpoccir? 
Hz. 04’],  66.0(d,JpocH-4  Hz, 05']. 

UV  spectra: 
pH  1  :  266  nm  (max) 
pH  7  :  260  nm  (max) 
pH  13  :  266  nm  (max) 

n.6.2.  5' -lQ-(2’‘.favdrQxvethYlthtoethvl^  nhoaphatel -2* - 

dmyguanoiinft  (59) 

A  solution  of  2' -deoxyguanoslne-S' -phosphate  (sodium  salt;  175  mg, 
0.45  mmol)  was  dissolved  in  O.l  M  aqueous  trlethylammohlum 
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bicarbonate*  (15  ml)  and  acetonitrile  (2/1,  v/v;  pH-7.5).  Mustard  gas 
(100  mg,  0.63  mmol)  was  added  and  the  reaction  mixture  was  stirred 
for  16  h  at  room  temperature.  The  homogeneous  reaction  mixture  was 
extracted  3  times  with  dichloromethane  (5  ml)  in  order  to  remove 
unreacted  mustard  gas.  HFLC  (system  C)  indicated  that  ca.  40Z  (W 
detection  at  254  nm)  of  a  reaction  product  had  been  formed  which 
eluted  more  rapidly  than  the  starting  material .  The  product  was 
isolated  by  means  of  chromatography  on  a  column  (20  x  2  cm)  filled 
with  Sepharose  Q  fast  flow  anion  exchange  material.  After  flushing 
the  column  with  starting  buffer  (1  mM  trlethylammonium  bicarbonate) 
for  1  h  at  1  ml/min,  the  reaction  mixture  was  chromatographed  at  an 
elution  speed  of  1  ml/min,  with  a  linear  gradient  up  to  1  M 
trlethylammonium  bicarbonate  in  the  course  of  180  min,  collecting  5- 
ml  fractions.  The  reaction  product  was  detected  in  fractions  22-28 
(HPLC) .  These  fractions  were  concentrated  and  lyophilized  to  give  35 
mg  of  reaction  product. 

1h-NMR  in  D2O: 

8 . 0 ( s , IH . H8 ] .  3 . 75+2 . 62+2 . 62+3 . 64 ( m . 8H , POCH2CH2SCH2CH2O ] , 

6.3(t,lH,Hl' 1.  2.58+2.86(m,lH.H2‘].  4.73(m,lH,H3' ] ,  4.23(m.lH,H4' ] , 
4.03[m,2H,H2-5' ) 

l^c-NMR  in  D2O: 

156.6[C2),  154.4(C4].  119.5(C5],  161.8(061,  140.7(08),  86.5(01'), 
41.4(02'),  74,0(03'),  88.5(d,  Jpoco-8Hz , 04 ' ) ,  68.0(d, Jpoc-5  Hz. 05'), 
68 . 2(d , Jpo(;-4  Hz)  +  34 .4(d , JpQcc”^  36,7  + 

63.4(P0CH2CH2SCH2CH20) . 

31p-NMR  In  D2O: 
l.l 


UV  spectra: 
pH  1  :  255  no  (max) 
pH  7  :  252  nm  (max) 
pH  13:  267  nm  (max) 

II. 6. 3.  Attempted  alkylation  of  2' -daoxvfuanoatno  3'.5*-cvellc 
phosphate  with  muetard  yea 

A  suspension  of  2'*deoxygaanosine  3' 5* -cyclic  ^of.phate  (SO  mg, 
sodium  salt,  0.16  mmol)  in  a  mixture  of  0.1  H  aqueous  triethyl - 
ammonium  bicarbonate  (10  ml)  and  acetonitrile  (5  ml)  was  stirred  at 
room  temperature  with  mustard  gas  (100  mg,  0.63  mmol).  After  a  total 
reaction  time  of  16  h,  the  reaction  system  had  ’Mcome  homogeneous, 
whereas  the  pH  had  decreased  to  3.0.  The  reaction  mixture  was 
extracted  with  dichloromethane  (3  x  5  ml)  in  order  to  remove  residual 
mustard  gas.  HPLC  (system  A)  and  ^H-NMR  analy'iis  Indicated  that  a 


*  A  stock  solution  of  2  N  aqueous  trlethyla^Monium  bicarbonate  (pH 
7.S.>  is  obtained  by  bubbling  carbon  dioxido  gas  for  8  h  through  a 
mixture  of  triethylamine  (550  ml)  and  water  (1450  ml),  cooled  at  0 
The  stock  solution  can  be  stored  at  0*5  ^  for  several  months. 


mixture  of  approximately  six  reaction  products  had  been  formed. 
Attempts  to  purify  the  products  were  not  made. 

II. 6. 4.  Nl- (2" -Hvdroxvethvlthioethvl ) -2  * -deoxvguanosine 

2' -Deoxyguanosine  (140  mg,  0.5  mmol)  in  0.1  M  aqueous 
triethylammonium  bicarbonate  (10  ml,  pH  7.5)  and  acetonitrile  (2/1, 
v/v)  was  stirred  at  room  temperature  with  mustard  gas  (108  mg,  0.7 
mmol).  After  a  total  reaction  time  of  16  h  the  reaction  mixture  had 
become  homogeneous.  The  reaction  mixture  was  extracted  with 
dichloromethane  (3  x  5  ml)  in  order  to  remove  residual  mustard  gas. 
HPLC  (system  A;  detection  at  254  nm)  showed  ca.  40X  conversion  into 
two  reaction  products,  eluting  at  5.6  and  10.3  min  (2'- 
deoxyguanosine:  retention  time  4.5  min).  A  few  mg  of  each  product  was 
isolated  with  preparative  reversed  phase  HPLC.  The  fractions 
containing  the  separated  product  peaks  were  evaporated  several  times 
with  water  in  order  to  remove  the  volatile  bicarbonate  buffer. 

Finally  the  residues  were  co-evaporated  with  D2O  for  ^H-  and  ^^C-NMR 
analysis.  The  early  eluting  product  peak  appeared  to  be  a  mixture  of 
at  least  four  reaction  products,  which  could  not  be  positively 
identified.  The  late  eluting  minor  product  peak  was  identified  with 
^H-  and  ^^C-NMR  as  Nl-(2''-hydroxyethylthioethyl)-2' -deoxygxianosine . 

^H-NMR  in  DHSO-dg: 

7.94[s,lH.H8].  4.15+2.7[both  t ,4H.NCH2CH2S) ,  2.7+3.60{both 
t.4H.SCH2CH20],  6.14( .IH.Hl' ) .  2.22+2.58[2H.H2' ) »  4.36(1H,H3' ) . 
3.83[IH,H4‘1.  3.55(2H,H5'1. 

l^c-NMR  In  DMSO-dg: 

153.5(C2),  149.0(04],  115.9(05).  156.3{C6].  135.6(08), 
40.8f28.8-t>34.2<^61.0(NCH2CH2SCH2CH2O).  82.3(01*).  40(02*].  70.8(04'), 
61.8(05*). 

Thermospray*HS: 

m/z-  372(Mir*’),  256(HH^  of  Nl> (2 ' 'hydroxyethylthioethyl) -guanine] 

UV  spectra: 
pH  1  :  261  nm  (max) 
pH  7  :  257.5  m  (max) 
pH  13:  257.5  nm  (max) 

11.6.5.  Synthesis  of  ethvl  levulinate 

A  mixture  of  levulinie  acid  (38  g,  0.5  mol),  anhydrous  ethanol  (300 
ml)  and  cone,  sulfuric  acid  (I  ml)  was  refluxed  for  3  h.  Next,  the 
reaction  mixture  was  poured  into  a  separating  funnel,  toluene  (200 
ml)  was  added,  and  the  solution  was  washed  with  a<|ueous  sodium 
bicarbonate  (7.3X,  w/v)  and  water,  respectively.  The  combined  organic 
layers  were  evaporated  to  a  small  volume  and  the  residue  was 
distilled  in  vacuo  to  give  37  g  (SOX)  of  ethyl  levulinate  (b.p.  38 
<^/0.2  m^). 
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^H-NMR  in  CDCI3: 

l. 25+4.13[CH3CH20] ,  2.57+2.75[CH2CH2] ,  2.19[C(0)CH3] 

11. 6. 6.  avuthe^s  of  ethvl  levulinate-fQ-2\3* -guanosine- 
acetal)  (60) 

A  solution  of  guanosine  (2.8  g,  1  nunol),  ethyl  levulinate  (2.9  g,  20 
nunol),  triethyl  orthoformate  (2.5  ml,  15  mmol),  dry  N,N- 
dimethylformamide  (40  ml),  and  of  7  M  hydrochloric  acid  in  1,4- 
dioxane  (5  ml)  was  stirred  at  room  temperature  for  24  h.  Next,  the 
solution  was  poured  into  400  ml  of  ether.  The  ether  layer  was 
decanted  and  the  oily  residue  was  washed  twice  with  100  ml  portions 
of  ether.  The  residue  was  dissolved  in  dichloromethane,  neutralized 
with  2X  aqueous  NaHC03,  and  washed  with  water.  The  organic  layer  was 
dried  with  MgS04  and  evaporated  to  a  small  volume.  The  oily  residue 
was  recrystallized  from  acetonitrile  to  give  2.6  g  (63X)  of  product, 

m. p.  261.5-  264  °C  [ref.  (60);  262-264  Oc). 

^H-NMR  in  DMSO-dg: 

10.8[bs,lH,NH],  7.92[s,lH,H8I,  6.6[bs,2H,NH2l ,  5.96[d.lH,Hl' ] . 
5.31[dd,J-6.5  and  2.3  Hz,lH,H2*l.  5.03[dd, J-6.5  and  3.0  Hz,lH,H3']. 
4.13[td,  J-5.3  and  3.0  Hz,lH,H4'J,  3.52(m,2H,H5' ] .  5.0[OH]. 
1.32[3H,CCH3],  2. 07+2. 46 [both  t,J-7.5  Hz,4H.CH2CH2 ] , 
4.10+1.22[5H.CH2CH3). 

l^C-NHR  in  DMSO-de; 

153.7(02],  150.7[C4],  116.8(05],  156.8(06],  135.9(08],  88.4(01'], 
83.7(02'],  81.2(03'],  86.9(04'],  61.6(05'],  113.7(000],  23.6(OH3], 
33.5+28.3(0H20H2],  172.5(0(0)0] 

UV  spectrum  (methanol): 

254  nm  max;  ref.  (60):  max.  at  259  nm  (methanol). 

11.6.7.  with  auaurt  gi»  of  othyl 

Mustard  gas  (6.3  ^1,  0.05  mmol)  was  added  to  four  NMR  tubes,  each 
containing  10  mg  (0.025  mmol)  of  the  acetal  in  0.8  ml  of, 
respectively,  DMSO-dg.  DNF-dg,  DMSO-dg  with  a  trace  of  water,  and 
glacial  acetic  acid.  indicated  that  no  reaction  had  taken 

place  after  keeping  the  solutionis  for  1  week  at  a  temperature  of  80 
°C.  The  experiment  was  discontinued. 

11.6.8.  KiMtUi  flg  ilidaiQlt  ring  owning  .of  aZ-dlkyl-gManPilM- 

5* -ohoaphatea  falkvl  .  f2'.hvdrQxyethylthic>ethyl)  or 
methyl!  (61-64) 

Alkaline  solutions  were  adjusted  to  a  idi  of  9.8,  11.2  or  11.4  using 
so  ml  0.05  M  NatK^s  and  sufficient  0.1  M  MaOH  (about  25  ml)  and  water 
until  a  total  volume  of  100  ml  and  the  desired  pH  had  been  achieved. 
All  reactions  were  carried  out  in  quartz  cuvettes  (1x1  cm) 
thermostattad  at  25  °C.  After  mixing  2.97  ml  of  buffer  solution  and 
0.03  ml  stock  solution  (4  mg/ml)  of  N7-alkyl-guanosine-S'-|^sphate, 
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UV  scans  were  made  every  15  or  30  minutes.  All  kinetic  runs  were 
performed  in  duplicate.  Rate  constants  were  calculated  from  a  plot  of 
the  log  of  the  difference  between  the  absorbance  at  a  given  time  and 
the  absorbance  of  the  imidazolium  ring-opened  (i.r.o.)  compound  at 
266  nm,  assuming  (pseudo)  first-order  kinetics.  At  the  selected 
wavelength,  the  differences  between  the  absorbances  of  the  i.r.o.  N7- 
alkylated  compounds  and  the  corresponding  starting  compounds  are 
maximal.  The  absorbance  value  that  had  increased  less  than  0.0005 
absorbance  units  at  the  next  measurement  was  taken  as  the  absorbance 
of  the  ring-opened  product.  A  survey  of  maximum  wavelengths  and 
pertaining  molar  extinction  coefficients  at  pH  11.2  of  aqueous  ring- 
closed,  of  i.r.o.  N7-(2"-hydroxyethylthioethyl)-guanosine-5'- 
monophosphate  (N7-H0-GMP),  and  of  the  corresponding  N7-methyl 
derivative  (N7-Me-GMP)  is  given  in  Table  1. 

Table  1.  Maximum  wavelengths  and  pertaining  molar  extinction 
coefficients  at  pH  11.2  of  aqueous  ring-closed  and 
imidazolium  ring-opened  (i.r.o.)  N7-(2''- 
hydroxyethylthioethyl ) -guanosine-5' -phosphate  (N7-HD-GMP) 
and  of  the  corresponding  N7-methyl  derivative  (N7'Me-GMP) 


Compound 

Maximum  at 
(nm) 

Molar  extinction  coefficient 
(103  l.mol-l.cm-1) 

N7-HD-GMP 

284 

19 

252 

12.5 

N7*He*GKP 

282 

19 

258 

12.5 

N7-HD-GMP 

(i.r.o.) 

266 

17 

N7-Me-CMP 

(i.r.o.) 

266 

15 

11,7.  Synthesis  of  N-acetyl-aatno  acld-aethvlaaides* 

11. 7.1.  Synthesis  of  vsltne-methvlsiilde  (65) 

11. 7. 1.1.  ri-btpgylQKyfiKbomel.: Yillni -wthyl -sittr 

Trlethylaaine  (12.2  g,  0.12  aol)  was  added  to  a  solution  of  valine* 
■ethyl  eater  hydrochloride  (20.0  g.  0.12  sol)  in  chloroform  (170  ■!), 
cooled  at  0  ‘’C.  Next,  benzyl  chloroforaate  (21.3  g.  0.12  aol)  was 
added  dropvise  in  the  course  of  30  sin  at  the  same  teaperature,  with 
gradual  addition  of  sodluua  bicarbonate  (11. S  g,  O.U  aol).  After 
stirring  for  an  additional  hour  at  0  the  reaction  aixture  was 
left  at  rooa  teaperature  for  5  h.  Next,  pyridine  (8.5  al)  vas  added, 
folloiMd  by  water  (100  al)  1  h  later.  Hie  organic  layer  vas  washed 
with  1  N  aqueous  hydrochloric  acid  (3x60  al)  and  subsequently  with 
water  until  Mutral.  After  drying  on  aagnesiua  sulfate,  the  organic 


*  In  this  report  it  is  assuaed  that  all  aaino  acids  have  the  natural 
L* configuration,  unless  aentioned  otherwise. 
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layer  was  concentrated.  The  oily  residue  crystallized  after 
trituration  with  ethanol  and  n-hexane.  This  yields  23.0  g  (72.5Z)  of 
the  desired  product,  m.p.  54-55.5  °C. 

Elemental  analysis  (Ci4Hi9N04,MW  265.3): 

Calc.:  C  63.382  Found:  63.43-63.50% 

H  7.222  7.26-  7.302 

N  5.282  5.23-  5.302 

^H-NMR  in  CDCI3: 

7. 27-7. 34[m,5H, aromatic  H's],  5.30[bd,J-8.9  Hz.lH.NHj, 
5.11[s,2H,COOCH2] ,  4.30(dd,J-  4.8  and  8.9  Hz.NHCH], 

3.72[s,3H,COOCH3] ,  2 . 15(m, lH,CH(CH3)2l .  0.96+0.89[both  d,J-6.9 
Hz,CH(CH3)2]. 

13c-NMR  in  CDCI3: 

172.5(C00],  156.3(C0NH],  136. 4+128. 6+128. 2+128.1 (aromatic  C's], 
67.1[C00£H2].  59.1[CHNH),  52 . 1 f C00£H3 ] ,  31.4{£H(CH3)2 ] . 
19.0+17.6[CH(£H3)2]. 


II. 7. 1.2. 


A  40Z  aqueous  solution  of  methylamine  (15  ml)  was  added  to  a  solution 
of  N - benzyl oxycarbonyl- valine -methyl  ester  (3.0  g,  11,3  mmol)  in 
acetone  (5  ml),  which  resulted  in  an  exothermic  reaction.  After  one 
day  at  room  temperature,  the  precipitated  reaction  product  was 
filtered,  washed  with  water  and  dried.  Yield  2.28  g  (762),  m.p.  76-77 
OC. 


^H-NMR  in  DMSO-dg: 

7.85[d,lH.NHCH3],  7.42/7 .30(0, 5H, aromatic ] .  7.23[d.lH.NHC(0) ) , 
5.06(s,2H,CH2].  3.8it.lH.CH}.  2.61(d,3H.NHCU3] .  1.96[m.lH.CliCH3) . 
0.86[d.d.6H.Ctt3CH]. 


II. 7. 1.3. 


Nitrogen  gas  was  bubbled  for  5  min  through  a  solution  of  N- 
benzyloxycarbonyl-valine-methylamide  (1.6  g.  6.1  mmol)  in  methanol 
(3C  ml).  Next,  palladium  on  charcoal  (lOt;  160  mg)  and  two  drops  of 
concentrated  aqueous  hydrochloric  acid  were  added  to  the  solution. 
Hydrogen  gas  was  led  over  the  vigorously  stirred  solution  for  4  h. 
After  filtration  and  evaporation  of  solvent,  the  sticky  residue  was 
dissolved  in  chloroform  (3  ml).  The  solution  was  extracted  with  1  N 
aqueous  hydrochloric  acid  (6  ml),  0.5  N  aqueous  hydrochloric  acid  (3 
ml),  and  with  water  (2  ml).  The  aqueous  layers  were  combined  and 
neutralized  (pH  7).  Next,  the  aqueous  solution  was  extracted  3  times 
with  chloroform,  with  addition  of  concentrated  aqueous  sodium 
hydroxide  (1  ml)  after  each  extraction.  Finally,  the  combined  organic 
layers  were  extracted  w^th  concentrated  aqueous  hydrochloric  acid. 

The  two  layers  were  separated  after  addition  of  water  (1  ml).  The 
aqueous  layer  was  concentrated,  which  left  350  mg  (64Z)  of  tfhite, 
very  hygroscopic  product,  m.p.  159 
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^H-NMR  in  DMSO-dg: 

8.62[bq,lH,NIlCH3] ,  8 . 30[bs , 3H,NH3+] ,  3.57[m.lH,CHC(0) ] , 
2.67[d,3H,NHCH3].  2.09[m,lH,CIICH3] ,  0.95[d,6H,Cli3CH] . 

l^c-NMR  in  DMSO-dg: 

168.2[C(0)],  57.5[£HC(0)] ,  29.6[£HCH3j,  25.4[CH3NH], 

18.3/18.2[CHCH3]. 

Thermospray  MS: 
m/z-  131(MH+). 

II. 7. 2,  Synthesis  of  N-acetvl -aspartic  acid-l-methylamide 

11. 7. 2.1.  N-Acetyl-4-asDartic  acld-4-ben2vl  ester  (66) 

Aspartic  acid-4-benzyl  ester  (6.0  g,  26.9  mmol)  was  suspended  in  30 
ml  of  glacial  acetic  acid  containing  4.2  ml  of  acetic  anhydride.  On 
heating,  the  suspension  dissolved.  The  solution  was  refluxed  for  5 
min  (oil  bath  at  140  °C).  Part  of  the  product  crystallized  on  cooling 
to  room  temperature.  Further  crystallization  occurred  after  addition 
of  30  ml  of  dry  ether  and  30  ml  of  n>hexane.  After  standing  overnight 
at  5  in  a  refrigerator  the  crystals  were  collected  on  a  glass 
filter  with  suction,  washed  with  10  ml  of  ether/n-hexane  (1/1,  v/v) 
and  dried  in  a  vacuum  desiccator  over  soda  lime  and  charcoal.  Yield 
6.30  g  (88X).  m.p.  258  ^C. 

Elemental  analysis  (C13H15NO5,  MW  265.3): 

Calc.:  C  S8.86X  Found:  C  58.5  ±  0.3  X 
H  5.70X  H  5.69  ±  0.02X 

N  5.28X  N  5.28  ±  0.06X 

^•NMR  In  DMSO-d^: 

12.8[b,lK.COOH].  8.26[d.J-8.1  Hz.lH.CONH],  7. 32-7. 43(m,5H. aromatic] , 
S.13{8.2H.C00CH2].  4.64(dt. J-6.0  Hz  and  7.6  Hz.lH.NNCtl).  2.86  and 
2.74(both  dd,2H.CH2).  1.86(s,COCH3j 

^^C-NNR  In  OMSO-d^: 

172.3  ICOOH),  l70.1(COOCH2j.  169.3{CONH|.  136.1,  128.5,  128.1  and 
127.9  (aromatic  C'sj,  65.8(COOfiH2| ,  48.6[NHCH},  36 . 1 ( £H2C0O ) , 
22.4(C0CH3] 

11. 7.2.2.  M.Aeetyl -aspartic  acid-4-benzvl  eater- l-mathylamide 
(67) 

To  a  stirred  solution  of  5.0  g  (18.8  nmol)  of  N-acetyl -aspartic  acld- 
4 -benzyl  ester  and  2.64  ml  (16.9  mmol)  of  triethylamlne  in  ISO  ml  of 
1.4-dioxane  was  added  1.87  ml  (19.0  mmol)  of  ethyl  chlorofomate  in 
the  course  of  0.5  min.  Stirring  was  contitmed  for  15  min  at  11  ^C. 
Itethylamine  (1.8  ml  of  40X  aqueous  solution,  19.6  nmol)  was  added  and 
stirring  was  continued  for  30  min  at  11-15  and  for  60  min  at  room 
temperature.  The  precipitate  of  triethylammonlum  chloride  was  removed 
by  filtration.  The  solvent  was  removed  in  vacuo  and  the  crystalline 
residue  stirred  with  80  sd  of  water  during  2  h.  The  crystals  were 
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collected  on  a  glass  filter,  washed  with  10  ml  of  water  and  dried  in 
a  vacuum  desiccator  over  phosphorus  pentoxide.  Yield  3.36  g,  m.p. 
140-141  °C.  Another  1.51  g  (m.p.  140-141  °C)  was  obtained  after 
concentration  of  the  filtrate  in  a  rotation  evaporator  and  treatment 
of  the  residue  with  20  ml  of  water  in  the  same  way  as  above .  Total 
yield:  4.87  g  (93Z).  m.p.  140-141  ^C. 

Elemental  analysis  (C14H18N2O4,  MW  278.3): 

Calc.:  C  60.42X  Found:  C  60.24  ±  0.05X 

H  6.52X  H  6.51  ±  0.03X 

N  10.07X  N  10.01  ±  0.02X 

1h-NMR  in  DMSO-dg: 

8.17[d,J-8.3  Hz.lH.CONHCH],  7.83{bq,lH. J-4.6  Hz.CONHCHs] ,  7.31-7.44 
(m,5H, aromatic],  5. ll(s. 2H.COOCH2 ] ,4. 65{dt , J-6.2  8.0  Hz,lH,NHCH], 

2.82  and  2.61[both  dd,4H,CH2 ] ,  2.59[d,J-4.8  Hz,3H,NHCIl3] , 

I. 85[s.3H.COCH3] 

l^c-NMR  in  DMSO-dg: 

170.7[CH£0NH],  170.3(C(0)0] ,  169. 3fCH3£0NH] ,  136.2,  128.4,  128.0  and 
127. 8 (aromatic  C's],  65.6{C00£H2} .  49.4[NHCH].  36.5[CH2C00] . 
25.8(NHCH3],  22.6[C0£H3] 

II.  7. 2. 3.  N-Acetvl -aspartic  acid-l-mathvlamide  (68) 

To  a  solution  of  3.5  g  (12.6  mmol)  of  N-acetyl -aspartic  acid-4-benzyl 
ester-l-methylamide  in  methanol  (150  ml)  1  g  of  palladium  on  charcoal 
(lOX)  was  added.  During  20  min.  nitrogen  was  passed  over  the 
vigorously  stirred  mixture,  followed  by  a  stream  of  hydrogen  during  6 
h  and  again  nitrogen  during  20  min.  The  mixture  was  filtered  through 
a  glass  filter  and  the  filtrate  concentrated  in  vacuo  leaving  a 
crystalline  residue.  Thermospray-LC-MS  analysis  shoved  the  presence 
of  an  impurity  identified  as  the  4-mathyl  ester  of  the  product  (^/z  - 
203,  NH'*').  The  crystals  were  recrystallized  from  methanol/ether  (1/S. 
v/v).  According  to  LC-MS  analysis  the  final  product  was  free  from 
methyl  ester.  Yield  2.28  g  (96X).  m.p.  172-173  <>0. 

Elemental  analysis  (C7HX2N2O4.  MV  188.2): 

Calc.:  C  44.68X  Found:  C  44.72  1  0.06X 
H  6.43X  H  6.4  i  0.1  X 

N  14.89X  N  14.86  1  0.08X 

^H-(iMR  in  OHSO-dg: 

12.2(bs.lH,COOH|.  8.08(d.J-8.1  Hz.lH.CONHCH),  7. 74ibq.J-4.6 
Hz.lH.CONttCHs).  4.53  (dt.J*6.1  and  7.9  Hz.lH.NHCH).  2.66  and 
2.46{both  dd.4H.CH2l.  2.59(d.J-4.6  Hz.  NHCU}).  1.86(s.COCH3| 

Thermospray  LC-HS: 

V*-  189(HH^1.  171(MH*  -  H^O). 
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II. 7. 3.  Synthesis  of  N-acetvl -glutamic  acid-1-methvlamlde 

II. 7. 3.1.  N-Acetvl -glutamic  acid-5-benzvl  ester  (66) 

Glutamic  acid-5-benzyl  ester  (5.0  g,  21.1  mmol)  was  suspended  in 
glacial  acetic  acid  (25  ml)  containing  acetic  anhydride  (3.5  ml).  On 
heating,  the  suspension  dissolved.  The  solution  was  refluxed  for  5 
min  (oil  bath  140  °C).  The  product  crystallized  after  addition  of 
ether  (30  ml)  and  cyclohexane  (30  ml).  After  standing  overnight  at  5 
°C  in  a  refrigerator,  the  crystals  were  collected  by  filtration, 
washed  with  10  ml  of  ether/n -hexane  (1/1,  v/v)  and  dried  in  a  vacuum 
desiccator  over  soda  lime  and  charcoal.  Yield  4.75  g  (81Z),  m.p.  121- 
122  OC. 

Elemental  analysis  (C14H17NO5,  MW  279.3): 

Calc.:  C  60.21Z  Found:  C  60.0  ±  0.3  X 
H  6.14X  H  6.10  ±  0.06X 

N  5.02Z  N  5.07  ±  0.08Z 

1h-NMR  in  DMSO-dg: 

12.6[bs,lH.COOH],  8.13(d.J-7.9  Hz.lH.CONH],  7. 31-7. 45(m.5H. aromatic] , 
5.11  [s.2H.COOCH2].  4.25(dt.J-5.1  and  8.4  Hz.lH.NHCH), 
2.45(m.2H.CH2C00],  2.04  and  1 .86(both  m.4H.CHCH2].  1.87(s,3H.CH3] . 

l^c-NMR  in  DMSO-de: 

173.3(C00H].  172.1(£00CH2].  169.5(CCNH).  136.2,128,5,128.1  and  128.0 
[aromatic  C*s],  65.6(COOfiH2] .  51.1(NHCH].  30. 1[£H2C00] ,  26.4[CH£H2). 
22.4(CH3]. 


II. 7.3.2.  N-Acetvl-ylutamlc  aeid-S-benzyl  eater -l-methylamlde 
(67) 

Ethyl  chloroformate  (1.60  ml,  16.2  mmol)  was  added  in  the  course  of 
ca.  0.5  min  to  a  stirred  solution  of  N-acetyl -glutamic  acid-5-bensyl 
ester  (4.5  g,  16.1  mmol)  and  triethylamine  (2.26  ml,  16.2  mmol)  in 
1,4-dioxane  (150  ml),  cooled  at  10  *^0  with  dry  ice.  Stirring  was 
continued  for  15  min  during  which  the  temperature  was  kept  beneath  11 
’’C.  After  addition  of  40Z  aqueous  methylamine  (1.56  ml,  16.8  mmol), 
stirring  was  continued  for  30  min  at  10-15  *^0  and  60  min  at  room 
temperature.  The  precipitate  of  triethylammonium  chloride  was  removed 
by  Hltration.  The  solvent  was  removed  in  vacuo  and  tne  crystalline 
residue  stirred  with  water  (50  ml)  during  1  h.  The  cr^'etals  were 
collected  on  a  glass  filter,  washed  with  water  (10  ml)  and  dried  in  a 
vacuum  desiccator  over  phoaphorus  pentoxide.  Yield  3.89  g  (83X),  m.p. 
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^H-NMR  in  DMSO-dg: 

7.99(d,J-8.1  Hz.lH.CONBCH],  7.83(bq. J-4.6  Hz,lH.CONHCH3l ,  7.31- 
7.43[in.5H,aroinatic),  5,10(s,2H.COOCH2l ,  4.24[dt,  J-5.6  and  8.3 
Hz.lH.NHCH],  2.60[d,J-4.6  Hz,3H.NHCH3] ,2.38[t, J-7.9  Hz,2H,CH2C001 . 

I. 96  and  1.79[both  m.2H.CHCH2l.  1 . 87[s,3H.GOCH3 ] . 

13c-NMR  in  DMSO-de: 

172.2[C(0)0),  171.5(CHCONH],  ]69.4[CH3£0NH] .  136.3,  128.5,  128.1  and 
128.0 [aromatic  C's],  65.5[COO£H2] ,  51.8[NHCH],  30. 2[£H2COO) , 
27.3[CH2CH].  25.5[NHCH3].  22.5[£0CH3]. 

II.  7. 3. 3.  N-Acetvl -glutamic  acid-l-methvlamide  (68) 

Palladiiim  on  charcoal  (lOZ,  500  mg)  vas  added  to  a  solution  of  N- 
acetyl -glutamic  acid-5-benzyl  ester- 1-methylamlde  (2.34  g,  8.00  mmol) 
in  1,4-dloxane  (100  ml).  Nitrogen  was  passed  for  20  min  over  the 
vigorously  stirred  mixture,  followed  by  a  stream  of  hydrogen  during  6 
h  and  again  nitrogen  during  20  min.  The  mixture  was  filtered  through 
a  glass  filter  and  the  filtrate  concentrated  in  vacuo.  The 
crystalline  residue  was  recrystallized  from  ethanol  (10  ml)  and  ether 
(60  ml).  Yield  1.47  g  (91Z)  of  hygroscopic  crystals,  m.p.  117-119 
(with  decomposition). 

Elemental  analysis  (CgH][4N204,  MU  202.2): 

Calc.  ;  C  47.52Z  Pound:  C  47.08  1  0.03Z 
H  6.98X  H  7.12  ±  0.08X 

N  13.8SX  N  13.16  1  0.13Z 

in  DMSO-dg; 

12.1(s.lH.C00H).  7.96(d.J-8.1  Hz.lH.CONBCH},  7.80(q.J-4.4 
Hz.lH.C0NtlCH3|.  4.20(dt.J-5.4  and  8.3  Hz.lH.NHCU).  2.S9td.J-4.4 
Hz.3K.NriCB3|.  2.22(m.2H.CH2C00| .  1.90  and  1. 72[both  m.2H.CHCti2] • 

I. 87{s.3H.COCH3l 

^^C-NHR  in  DHSO-d^: 

173.9(COOH|.  171.7|CH£ONHi,  169.4(CH3fiONH| .  51.9(NHat).  30.3i£H2COO| . 
27.4(CH£K2l.  25  6fNKCH3l.  22.6(C0£H3| 

II, 7.3.4.  Dlcvflohexvlamtna  salt  of  N-acetvI-flutamle  aeld-1^ 

Oicyclohexylamiiie  (3  5  ml,  2.6  mmol)  was  added  to  a  solution  of  N* 
acetyl -glutamic  acid- l-mothylamlde  (0.5  g.  2.5  mmol)  in  ethanol  (10 
ml).  Crystallisation  occurred  after  adding  ethet  (40  ml)  to  the 
stirred  solution.  The  crystals  were  collected  on  a  glass  filter, 
washed  with  ethanol/ether  (1/4.  v/v)  and  dried  in  a  vacuum  desiccator 
over  charcoal.  Yield  910  mg  (96Z).  m.p.  172-173  (with 
decomt'osition). 

Elemental  analysis  (C20M37N3O4.  MU  383.5): 

Calc.;  C  62.631  Pound:  C  61.56  1  0.051 
H  9.731  H  9.7  t  0.2  1 

H  10  961  N  10.9  i  0.2  1 
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II. 7. 4.  Synthesis  of  N-Q-acetvl-histidine-methylamide 

II. 7. 4.1.  N-a-Acetyl-histtdine-ethvl  ester  hydrochloride  (69) 

Acetyl  chloride  (4.4  g,  56  ihboI)  was  added  dropwise  to  a  solution  of 
N-a-acetyl -histidine  monohydrate  (3.57  g,  17.4  nmol)  in  dry  ethanol, 
cooled  with  an  ice  bath.  After  setting  the  solution  aside  overnight, 
it  was  heated  at  60  °C  for  2  h.  Next,  the  solvent  was  evaporated  in 
vacuo  and  the  solid  residue  was  redissolved  in  ethanol  at  60  *^C. 
After  cooling  to  40  ^C,  ether  (30  ml)  was  added  dropwise.  The 
solution  was  decanted  after  standing  overnight  in  the  refrigerator. 
After  repeating  this  treatment  twice,  the  solid  residue  was  dried  in 
vacuo,  to  give  4.1  g  (94Z)  of  the  desired  product,  which  was 
considered  to  be  sufficiently  pure  for  use  in  the  next  reaction  step. 

Elemental  analysis  (C]^ 0^16^^ ^3^3*  ^  261.7): 

CaIc.:  C  45.89Z  Pound:  43.00  ±  0.08X 

H  6.16X  6.24  1  0.02X 

N  16.06X  15.51  1  0.05X 

Cl  n.55X  13.83  ±  0.06X 

^H-NMR  in  DNSO-dg: 

1.85{s.3H.CH3CO].  1 . 15( t . J-7 . lHz.3H.CH3C] .  3.07[dd.J-9.3  and  15.1 
Hz.lH.CHHj,  3.15(dd.J-5.6  and  15.1  Hz.lK.CHH),  4.09(8.2H.OCH2C) . 
4.55(ddd,J-5.6,7.5  and  9.1  HZ.IH.CIICH2I.  7.45(d.J-1.2  Hz.lH.C-CH], 
9.06(d.J-1.4  Hz.lH.N-CH),  8.60(d.J-7.5  Hz.lH.NHC-0) .  14.7(broad.2x 
NH). 


11.7.4.2.  N .a- Acetyl . hist idlna-wthylamlda  (70) 

N>a«ae«tyl*iitstidine>ethyl  eater  hydrochloride  <3.04  g,  11.6  nwI) 
was  dissolved  in  40X  aqueous  methylamine  (15  ml).  Aftc/  2  h  a  thick 
precipitate  had  formed.  Anhydrous  ethanol  (5  ml)  was  added  and 
solvents  were  removed  after  24  h  in  a  rotafilm  evaporator.  The 
residue  was  dissolved  in  ethanol  (15  ml),  which  was  evaporated  after 
24  h.  After  repeating  the  latter  treatment  twice,  methanol  (10  ml) 
was  added  to  the  residue,  and  precipitated  salts  were  filtered. 
Acetone  was  added  slowly  to  the  filtrate  until  the  solution  became 
sliipttly  turbid.  Upon  cooling  to  5  a  precipitate  had  formed  which 
was  filtered,  wash^  with  methaiwl/acetone  (l/l,  v/v)  and  with 
acetone.  The  air<dried  precipitate  was  recrystallised  twice  from 
methanol  to  give  1.5  g  (64X)  of  product,  m.p.  255-256  <>€  (with 
decompositim:  ref.  70:  m.p.  260  ^C). 

Elemental  analysis  (C9HX4N4O2.  MU  210.2): 

Calc.:  C  51.41X  Found:  51.22  i  0.041 
H  6.961  6.94  t  0.021 

N  26.661  26.36  1  0.011 

Cl  0.001  <0.011 
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k-NMR  in  DMSO-de; 

I. 83[s,3H,CH3CO] ,  2 . 57[ s , 3H,CH3NH] ,  2.74[dd,J=8.6  and  14.7 
Hz,lH,CHH),  2.91  (dd,J=5.4  and  14.9  Hz.lH.CHH),  4 .41 [dt , J-5 .4  and  8.4 
Hz,CIiCH2],  6.75[s,lH,C=CH),  7.51[d, J-1.2  Hz,lH,N»CH],  7 . 77 [bq , J=4 . 6 
Hz,1H,NHCH3] ,  8.00[d,J=8.1  Hz , 1H,NHC=0] ,  11 . 7 [broad ,>NH] . 

l^C-NMR  in  DMSO-dg: 

173.0[C-£H-Nj ,  171.5[NH-C-CH3],  135.7[N-C-N1 ,  54.1[£HCH2]. 
30.0[C£H2CH],  26.5[CH3NH],  23.1[£H3C0]. 

Thermospray  LC-MS: 

m/z-211  (MH+),  193  (MH+-H2O). 

UV  spectrum  (methanol): 

Maximum  at  213  nm. 

II.  7. 5.  Synthesis  of  N-acetvl -methionine -methvlamide 

11.7.5.1.  N-Acetvl-methionine-ethvl -ester 

N-acetyl -methionine  (2.0  g,  10  mmol)  was  added  to  a  solution  of 
acetyl  chloride  (4  mi)  in  dry  ethanol  (40  ml),  cooled  at  4  °C.  Next, 
the  solution  was  stirred  for  24  h  at  room  temperature  and 
concentrated  in  vacuo  after  an  additional  period  of  stirring  at  6C 
°C.  According  to  ^H-NMR,  the  sticky  residue  (2.2  g,  96X  yield) 
contained  ethanol  as  the  only  significant  Impurity.  Therefore,  it  was 
used  without  further  purification  for  conversion  into  the 
methylamide . 

1h-NMR  in  DMS0-d6: 

4.70(bs,lH,CH) ,  4.22[q,J-7.1  H2,2H,Cii2CH3] ,  2 . 60(m, 2H,CH2S] , 
2.40[s,3H,SCH3],  2.19(m,2H,CH2CS] ,  2 .11[ s, 3H,CH3C(0) ) ,  1.30(t,J-7.1 
Hz,3H,0CCH3] . 

11. 7. 5. 2.  H-flcgtyl-Mthignine-Bgthylaaidg 

Aqueous  methylamine  (40X)  was  dropped  on  sodiun  hydroxide  pellets. 

The  evolving  gaseous  methylamine  was  dried  over  similar  pellets  in  a 
drying  tower  and  was  led  through  a  solution  of  N-acetyl •methionine- 
ethyl  ester  (2.2  g,  10  mmol)  in  dry  ethanol  (IS  ml)  for  30  min  at 
room  temperature.  After  an  additional  60  h  reaction  time  at  room 
temperature,  the  solvent  was  removed  in  vacuo  in  a  rotavapor.  The 
solid  residue  was  treated  with  dichloromethane,  and  the  remaining 
solids  were  removed  by  filtration.  Evaporation  of  solvent  from  the 
clear  filtrate  left  1.94  g  of  crude  product,  which  was  recrystallized 
twice  by  dissolution  in  ethanol,  addition  of  n-pentane  until  slight 
turbidity,  and  cooling  overnight  at  -18  ^C.  Yield  0.8  g  (39X),  m.p. 
179-180  °C. 


Elemental  analysis  (CgHx6N902S, 
Calc.:  C  47. OX  Found:  46^04  ± 


H  7.9X  7.84  ± 

N  13. 7X  13.57  ± 


HW  204.2): 
0.12X 
0.07X 
0.04X 
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^H-NMR  in  DMSO-dg: 

8.01[d,J-7.9  Hz.lH.NHCH],  7.82[bq,lH,NllCH3] ,  4.27[dt,J-  5.1  and  8.4 
Hz,1H,HNCHC(0)] ,  2.59[d,J-4.6  Hz , 3H , HCil3 ] ,  2 .44[m.2H,CH2S] , 
2.05[s,3H,CH3],  1.87[s,'iH,CH3C(0)],  1.76  and  1.90[m,2H,CH2C] . 

l^C-NMR  in  DMS0-d6: 

171.7[HC£(0)NH],  169.4[CH3£(0)NH] ,  51 . 9[NH£HC(0) j ,  31.8[£H2CH2S] , 
29.8[CH2S],  25.6(NHCH3],  22.6[CH3C(0)1 ,  14.6[SCH3]. 

Thermospray  MS: 

m/z  -  205(MH+),  409  (2MH+). 

UV  spectrum  (H2O): 

Maximum  at  206  nm. 

II. 7.6.  Synthesis  of  N-acetvl-cvsteine-methvl&mide 

II. 7. 6.1.  S»Benzyl -cvsteine-methvlamtde  hydrochloride 

Aqueous  methylamlne  (40X)  was  dropped  on  sodium  hydroxide  pellets  (25 
g).  The  eyolying  gaseous  methylamine  was  dried  over  similar  pellets 
in  a  drying  tower  and  was  led  through  a  solution  of  S-benzyl- 
cysteine'nethyl  ester  (IS  g.  57.3  mmol)  in  methanol  (60  ml).  After  an 
additional  24  h  reaction  time  at  room  temperature,  the  solvent  was 
removed  in  vacuo  in  a  rotavapor.  The  residue  was  treated  with  acetone 
(30  ml),  and  the  remaining  solids  were  removed  by  filtration. 
Evaporation  of  solvent  of  the  clear  filtrate  left  20.6  g  of  crude 
sticky  product,  which  could  not  be  solidified.  The  product  was 
dissolved  in  ethanol  (50  ml)  and  added  to  a  saturated  solution  of 
hydrochloric  acid  in  ethanol  (50  ml).  After  evaporation  of  the 
solvent  a  glassy  residue  was  obtained.  Crystallization  from  acetone 
(150  ml)  gave  8.75  g  (59X)  of  the  desired  product,  m.p.  144*145.5  ^C. 

^•NMR  in  DHSO*dg; 

8.87ibs.lH.N||a<}},  8.53(bs.3H.NU3).  7.24*7.41(m,5H,aromatic), 
4.031t..I-6.7  Hz,IH,C||CH2S|.  3.84{s,2H,CgH^Cii2S).  2.87(d,J-6.1 
Hz.2H.tHCt!2Si.  2.70(d.J-4.6Hz.  3H.NKCii3). 

NMR  in  DHSO-dfi: 

16\7i£(0)NHCH3).  138.0,  129.1.  128. 5  and  127.0(aromatlc ] . 

51.71CH21;H|.  35.2{CgH5£H2Si.  31.7{CH£H2S).  25.6(NH£H3). 

Tt  irmospray  MS: 

m/z  -  225<MH^).  449(2HK^). 

n.7.6.2.  M»Aeetvl.S*benzyl.eysteliw*methYlamtde 

S-benzyl>eystein**aethylaalda  hydrochloride  (7.5  g,  28.6  mmol)  was 
dissolved  in  water  (50  ml)  and  a  concentrated  solution  of  sodium 
bicarbonate  (2.9  g.  28.8  mmol).  The  solution  was  extracted  with 
dl( hluromethane  (3x30  ml).  After  evaporation  of  the  organic  solvent 
in  vacuo,  acetic  anliydride  (50  ml)  was  added.  The  solid  fonsed  was 
su  pended  in  the  acetic  anhydride  and,  after  3  days  at  room 
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temperature,  stirred  for  3  h  at  75  °C.  After  cooling,  the  crystals 
were  collected  by  filtration,  washed  with  water  (2x30  ml)  and  dried 
in  a  vacuum  desiccator  over  P205-  Recrystallization  from 
ethanol/water  (1/9,  v/v)  gave  4.6  g  (60X)  of  product,  m.p.  155-156  °C 
(ref.  71:  155-156  OC). 

1h-NMR  in  DMSO-dg: 

8.11[d,J-8.3  Hz,lH,CHNiI),  8.03[bq,J-4.6  Hz,lH,NliCH3] ,  7.20-7.30[m, 

5H, aromatic ]  ■  4.47[dt,J-6.3  Hz  and  vI-8.0  Hz,  lH,^vliNH],  3.76[AB 
pattern, 2H,C6H5CJi2S],  2.72[dd,J-13.5  Hz  and  J-6.3  Hz, lH,iiCKCH] ,  2.62 
[d,J-4.6  Hz,3H,NHCil3j,  2.54[dd,J-13.5  Hz  and  J-8.0  Hz , IH , HCHCH ] , 

I. 88[s,3H,C(0)CH3]. 

l^H-NMR  in  DMSO-dg: 

170.7[CH£(0)NH],  169.2[NH£(0)CH3] ,  138.4,  128.9,  128.4,  and  126.8 
[aromatic],  52.1{NH£H1,  35.2(C6H5£;H2S1 .  33 . 1 [ SfiH^CH ] ,  25.6[NH£H3], 
22.5(C(0)CH3]. 

Thermospray  MS: 
m/z  -  267(MH+). 

II.  7. 6. 3.  ELAfifttyi - cyattiDfcrJMthyUaidg 

Dry  ammonia  (50*100  mi)  was  condensed  in  a  flask  cooled  with  solid 
carbon  dioxide 'acetone.  N*Acetyl*S*benzyl*cysteine-methylamide  (200 
mg.  0.75  mmol)  was  added  and  after  stirring  for  a  short  period  of 
time  the  cooling  bath  was  removed.  Small  pieces  of  sodium  were  added 
until  the  blue  color  of  the  reaction  mixture  did  not  disappear  within 
10  min.  The  solution  was  decolorized  by  adding  ammonium  chloride. 
Ammonia  was  evaporated  with  a  stream  of  nitrogen.  The  residue  was 
dissolved  in  30X  acetic  acid/water  (1/1,  v/v)  and  evaporated  to 
dryness  in  vacuo.  The  crude  product  contained  sodium  acetate  and 
approximately  2t  of  the  disulfide,  i.e.,  N,N' -diacetyl •cystine* 
dimethylamide .  The  product  was  isolated  by  dissolving  in  degassed 
dichloromethane,  filtration  in  a  nitrogen  atmosphere  and  evaporation 
to  dryness.  This  treatment  did  not  increase  the  percentage  of 
disulfide  in  the  product.  M.p.  258*259  [ref.  71:  185  ^C,  but 
probably  confounded  with  the  melting  point  of  the  disulfide,  which 
was  reported  as  262  <^0:  we  found  a  melting  point  of  190  ^  for  the 
disulfide  (unpublished  results)). 

^H'NMR  in  CD3OD; 

4.42|dd,J-5.8  Hz  and  J-7.l.Hz.lH.CH2qi).  2.86ldd,J«5.8  Hz  and  J-*14.7 
Hz. IH, HCHCH),  2.77|dd,J.7.1  Hz  and  J-lA.7  Hz. IH. HCHCH ) ,  2.74(s.3H. 
NHCtta).  2.01(s,3H,C(0)Cli3). 

1^C-NM8  in  CD3OD: 

173.5{CH3C(0)KH].  173.1|CH£(0)NH1 .  57.4|CHNH].  26.9(Si;^2)*  ^ 

(NMCH3).  22,7[C(0)CH3). 

Thermoapray  MS: 

m/t  -  177(MH<‘).  351  (MK*  of  disulfide). 
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n-8-  Reaction  q£  mustard  gas  with  N-acetvl -amino  acid- 

mfithylamldes  in  aqueous  solution  at  pH  7.5 

X I • 8 . 1 .  Reaction  of  mustard  gas  with  a  single  N-acetyl -amino  acid- 

as^-hYiaai^f 

A  calculated  amount  of  neat  mustard  gas  was  added  from  a  syringe  to  a 
well -stirred,  aqueous  solution  of  N-acetyl -amino  acid -methyl amide 
(10-50  ml,  0.2 -7. 7  mM)  at  room  temperature  in  the  titrating  vessel  of 
a  pH-stat  apparatus,  yielding  a  desired  molar  ratio  of  the  two 
reaction  components.  The  pH  was  kept  at  ca.  7.5  by  means  of  automated 
addition  of  0.1  N  aqueous  sodium  hydroxide.  In  case  of  N-acetyl - 
cysteine -methylamide,  the  amino  acid  derivative  (20  mg  crude  product 
containing  10  (mol  of  the  relevant  compound,  see  I I. 7. 6. 3)  was 
dissolved  in  water  (20  ml)  through  which  a  stream  of  nitrogen  had 
been  passed  for  60  min,  whereas  mustard  gas  was  added  as  an  1  mM 
solution  in  acetone  (1  ml).  The  reaction  had  subsided  after  30  min 
(cysteine)  or  4-24  h.  In  one  aeries  of  experiments  the  reaction 
mixture  was  then  analyzed  with  micro-LC.  In  a  second  series  of 
experiments  the  aqueous  solution  was  concentrated  in  vacuo  in  a 
rotafilm  evaporator.  Addition  of  dry  ethanol  dissolved  the  organic 
reaction  products  while  sodium  chloride  precipitated.  After 
filtration  the  filtrate  was  analyzed  with  thermospray  LC-HS. 

II. 8. 2.  CQBMtitifln  gcifittona. of  H-flcatyl-aiiM  icttf-MthylMidM 
with  mustard  f as 


Stock  solutions  of  valine -methylamide  hydrochloride  and  the  N- 
acetylamino  acid-methylaaides,  except  the  cysteine  derivative,  were 
added  to  water  (S-7  ml).  The  final  methanol  concentration  was  5-15X. 
After  paasing  nitrogen  gas  through  the  solution.  N-acetyl -cysteine- 
methylamide  (see  II. 7. 6. 3)  was  added.  ImBediately  thereafter,  neat 
mustard  gas  (2-2.5  nl)  or  a  solution  of  0.:1  N  mustard  gas  in 
acetonitrile  (60  m1)  vas  introduced  into  the  well -stirred  solution  st 
room  temperature  in  a  titration  vessel  of  a  pH-stat  apparatus.  The  pH 
was  kept  at  7.5  by  means  of  automated  addition  of  O.l  N  aqueous 
sodium  hydroxide.  Samples  of  the  reaction  mixture  was  analysed  with 
micro-LC  after  concentration  in  vacbo. 


II. 9. 


Svntheaia  of  adducts  of  mustard  xae  and  M-acatvl -amino 


1 1 .9. 1 

11.9.1.1.  S - 1 2 » .Hvdroxvathvl thioathyl I ■ val ine-methyl  eater 


N-( 2* -Hydroxyethylthieethyl) -valine  (30  e^;  0.14  mmol;  purity  ca. 
SOX;  see  11.10,2.5  and  ref.  72)  was  treated  with  diasomechane  in 
ether  (3  ml;  0.3  mH)  at  room  temperature,  ^ter  I  h  tlw  reaction  was 
stopped  with  formic  acid/ettHtr  (50/1),  end  solvents  were  evaporated. 

analysis  of  the  residue  indicated  a  ca.  60X  cwtversion  to  the 
desired  methyl  ester.  The  product  was  used  for  the  subsequent 
amidation  resctioh  without  further  purification. 
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^H-NMR  in  CD3OD: 

3.80[s,3H,0CH3],  3.70[2H,CH20H] ,  3.56(1H,CHNH1 ,  2 . 69[ 2H, SCa2CH20H] , 
2.7-3.0[4H,NCH2CH2S],  2 .16[lH,CaCH3)2l .  0.98+1.06(dd.6H,CH(CH3)2] . 

11. 9. 1.2.  N- f  2  > -Hvdroxvethvlthioethvl ) -valine -methvlandde 

N-(2' -Hydroxyethylthioethyl)-valine-nethyl  ester  (150  mg;  purity  ca. 
60X)  was  reacted  with  40X  aqueous  nethylamine  (IS  ml)  for  4  days  at 
room  temperature.  After  evaporation  of  solvent,  the  residue  was 
dissolved  in  methylene  chloride  (10  ml)  and  filtered  in  order  to 
remove  hydrolyzed  starting  material.  After  evaporation  of  the 
solvent,  the  residue  was  chromatographed  on  a  reversed  phase  Lobar 
column  filled  with  Llchrosorb  RP-18,  with  methanol/water  (1/1, v/v)  as 
eluent.  This  gave  10  mg  (IIX)  of  the  desired  product. 

1h-NMR  in  CD3OD: 

3.67[t,2H,Cil20H],  2.83(d,lH,CHC(0) ] ,  2.76(s,3H,KHCH3) .  2.67(m,4H. 
NCH2CH2S).  2.65(m.2H,CH2CH20H].  1 .93(m.lH.CHCH3] , 
0.95/0.94[d.d,CHCH3). 

l^c-NMR  in  CD3OD: 

177.2(0(0)1,  69.5(£HC(0)1,  62.6(CH20H1,  48.7[NHCH2).  35.1(SCH2CH20H] , 
33.1(NCHfiH2S),  32.7(CHCH3l,  25.9(NHCH3j.  18.9/i9.6(CH£H3 ) . 

Thermospray  MS; 

iV’z-  235(MH+).  251(MH+  of  sulfoxide:  trace). 

11.9.2.  N.Aeetvl .asnartte  aeld.4«a* -hvdrQxyathvlthioathvl  1 
ester. l.mathvlamlde  and  rina  closure  to  l-mathvl-3. 
aeetam  .  a.succlnlmlde  ('*3  H) 

II. 9. 2.1.  Alkylation  of  H-acetYl -aspartic  aeid.l.methvlamlde  and 
X  -ig  closure 


Mustard  gas  (80  640  mBol)  was  added  to  a  stirred  solution  of  N* 

acetyl ’aspartic  ac id ’I’Mthyl amide  (lOS  mg.  0.S6  omol)  in  water  (20 
ml).  The  pH  of  the  well-stirred  mixture  was  kept  at  7.S  with  0.1  N 
NaCHI  by  m^ans  'tf  a  pH-Stat.  After  4  h  the  Intake  of  NaOH  had  stopped. 
The  solution  was  concentrated  in  vacuo  by  means  of  a  rotation 
evaporator,  and  the  residual  oil  was  further  dried  in  a  vacuum 
desiccator  over  phosidtorus  pentoxide.  After  treatment  with  dry 
ethanol  the  insoluble  crystals  of  NaCl  were  removed  by  filtration. 

The  filtrate  was  analysed  by  means  of  LC-MS. 

The rmospray - LC • MS : 

a/s*  189(tQi^  of  starting  material).  171  and  188(HK*'  and  of  I- 

merthyl’l-acetamido.suoeinlaiide).  123  and  t40(wr  and  HNHa'*'  of 
thiodiglycol),  293(MH*  of  N-acetyi ’aspartic  actd’4-(2*- 
hydroxyethylthioethyl)  ester’l’methylamide;  minor  peak). 

In  another  experiment  N-acetyl -aspartic  acid-l’methylamide  (38  mgi 
0.20  amoi)  was  reacted  with  a  fourfold  excess  of  mustard  gas  (120  #1, 
960  nmol)  under  the  same  conditions.  However,  when  the  reaction  was 
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completed  the  reaction  mixture  was  not  treated  to  remove  NaCl  but  was 
analyzed  directly.  According  to  HPLC,  a  larger  fraction  of  the 
starting  material  had  been  converted,  but  only  a  small  amount  of  the 
4-(2'-hydroxyethylthioethyl)  ester  was  present  in  the  reaction 
mixture  relative  to  a  large  amount  of  the  cyclization  product. 

1 1. 9. 2. 2.  Synthesis  of  l-methvl-3-acPte.mido-succinimide 

Acetyl  chloride  (0.60  ml,  8.4  mmcl)  was  added  to  a  solution  of  N- 
acetyl -aspartic  acid-l-methylamide  (400  mg,  2.1  mmol)  in  methanol  (10 
ml),  cooled  in  an  ice  bath.  Reversed  phase  KPLC  analysis  shoved  that 
the  starting  material  had  been  crmpletely  converted  into  the 
corresponding  methyl  ester  after  24  h  at  room  temperature.  The 
reaction  mixture  was  concentrated  in  vacuo  and  this  procedure  was 
repeated  twice  after  addition  of  methanol  (S  ml)  and  1,4-dioxane  (10 
ml),  respectively,  in  order  to  remove  hydrochloric  acid.  The  residue 
was  redissolved  in  methanol  (10  ul).  After  addition  of  triethylamine 
(0.2  ml,  1.4  mmol),  the  reaction  mixture  was  set  aside  at  room 
temperature  for  24  h.  Concentration  of  the  reaction  mixture  in  vacuo 
and  recrystallization  of  the  residue  from  ethanol/ether  (1/2.5,  v/v) 
gave  230  mg  (64Z)  of  the  desired  product,  m.p.  174-176  ^C. 

Elemental  analysis  (C7Hi^0N203,  MU  170.2): 

Calc.:  C  49.41X  Found:  49.3  ±  O.OZ 
H  5.92X  5.9  ±  O.IX 

N  16.46X  16.35  1  0.05X 

^•NMR  in  DHSO-dg: 

8.51(bd.J-7.3  Hz.lH.NH),  4.42(ddd.J-9.1.7.8.and  5.2  Hz.lH.CH). 
2.94(dd.J-17.6  and  9.2  Hz. IH, ring  H-C-H).  2.86(8,3H.NCH3] . 
2.S2{dd.J-17.5  and  5.2  Hz, ring  U-C-H).  l.86{s.3H,C(0)CH3] . 

^^C-NMR  in  DHSO-dg: 

176.5  and  175.3{both  ring  C-0),  169. 7{CH3C(0) ) .  48.5(CH1,  SS-HCHoJ. 
24.4[NCH3].  22  2(CH3C0). 

Thermospray'LC'MS ; 
n/z-  17l(MH*),  188(MHH4+). 

11.9.3.  M-Acatvl-alutamlc  acld.5-<2*-hvdrQxvathvlthioathvll.l. 
Mthyliildg  uttr  (75) 

Dicyclohaxylcarbediimide  (0.48  g.  2.3  mmol)  was  added  to  a  stirred 
solution  of  N-acetyl •glutamic  acid>l>methyiamide  (0.47  g.  2.3  mmol), 
thiodiglycol  (0.43  g,  3.5  mswl)  and  of  4>dimethylaminopyTidine  (30 
mg.  0.25  mmol)  in  N,N*dimethylformaaide  (45  ml),  cooled  to  0  in  an 
ice  bath.  Stirring  was  continued  for  V  h  at  0  and  for  3  h  at  room 

temperature.  After  standing  ovwrnight  at  room  temperature  the 
reaction  mixture  was  concentrated  in  vacuo  using  a  rotation 
evaporator.  The  residual  semi •crystalline  mass  was  treated  with  ethyl 
acetate  (40  ml).  The  crystalline  precipitate  (dicyelohexylurea,  0.57 
g)  was  removed  filtration  and  the  solution  concentrated  in  vacuo. 
The  residual  oil  was  stirred  with  ether  (40  ml)  for  4  h.  This 
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procedure  was  repeated  three  times  in  order  to  remove  thiodiglycol . 
Finally,  the  solid  residue  was  re-extracted  with  ethyl  acetate  (5 
ml).  Evaporation  of  the  extract  left  a  sticky  residue.  Analysis 
showed  that  it  was  the  desired  product,  slightly  contaminated  with 
the  corresponding  di -ester  of  thiodiglycol  with  N-acetyl -glutamic 
acid- 1 -methyl -amide . 

1h-NMR  in  DHSO-dg:  8.00[d,J-8.2  Hz.lH.NfiCH],  7.83[bq,J-4.6 
Hz,1H,NHCH3],  4.79[bt,J-4.8  Hz, lH,CH20ii] ,  4.22[dt,J-5.6  and  8.2 
Hz,lH,NHCH],  4.16[t,J-6.7  Hz . 2H , COOCH2 ) ,  3.56[dt. J-4.8  and  6.6 
Hz,2H,CIl20H],  2.76[t,J-6.7  Hz.2H.CH2S].  2.62(t.J-6.6  Hz,2.CH2S]. 
2.59[d.J-4.6  HZ.3H.CII3NH].  2.31[t.J-7.8  HZ.2H.CH2COO] .  1.75  and 

I. 93 [both  m.2H.CIl2CH2COO] . 

l^C-NMR  in  DMSO-de; 

172.2[COO].  171.5[C0NHCH3].  169.4[CH3£0NH] .  63.3{COO£H2] . 

61.0[CH20H].  51.7(CHNH].  34.2[CH2S].  30. l(£H2C0oi .  30.0[CH2S), 
27,3[£H2CH2COO).  25.6[CH3NH].  22.5{fiH3CO]. 

Thernospray  MS: 

m/z-  307(MH'*‘).  185(MH^-thiodiglycol).  491  (thiodiglycol  di-ester  of  N- 
acetyl -glutamic  acid-l-isethylamide;  trace). 

II.  9. 4.  K-<L-Acetvl  -Nl-  (2 '  -hvdrQxvethvlthioethyl )  -histidine- 

methylamide  (76) 

N-a-Acetyl-histidine-methylamlde  (4.3  g.  20  mmol;  see  II. 4. 5)  was 
suspended  in  dry  methanol  (15  ml),  together  with  2* 
trimethyl silyloxyethyl  2' -chloroethyl  sulfide  (0.9  ml.  ca.  4  mmol) 
and  anhydrous  sodium  carbonate  (l.O  g,  9  mmol).  The  mixture  was 
refluxed  for  ca.  7  days  with  stirring,  after  which  it  was  cooled  and 
stored  in  a  refrigerator  overnight.  The  precipitate  was  removed 
filtration  and  washed  with  methanol.  The  precipitate  was  discarded. 
The  combined  filtrates  were  evaporated  to  dryness  at  reduced 
pressure.  The  residue  was  extracted  with  dichloromethane.  This  left  a 
second  batch  of  mostly  unreacted  starting  material  as  a  solid  on  the 
filter,  while  the  filtrate  contained  ( thermospray* LC-MS)  starting 
material,  two  monoadducts  of  mustard  gas  and  several  late  eluting 
products.  One  of  the  late  eluting  products  was  identified  as  a  di* 
adduct  containing  two  mustard  gas  moieties  per  histidine  moiety. 
Apparently,  the  adducts  had  lost  their  protective  trimethyl si lyloxy 
moieties  during  the  reaction  and  work-up  procedures.  The 
dichloromethane  extract  was  concentrated  in  vacuo,  the  residue  was 
separated  into  two  monoadduct  fractions  and  three  late  eluting 
products  by  means  of  reversed  phase  chromatography  on  a  Lobar  IIP  18 
column  using  system  A  as  an  eluent  at  a  flow  of  4  ml/rnin  (detection 
at  235  nm).  The  first  eluting  adduct  was  further  purified  by  straight 
phase  chromatography  on  a  Lobar  Lichroprep  81*60  silicagel  column, 
using  methanol  as  an  eluant.  The  yield  of  95X  pure  (MPLC,  220  nm; 
system  A)  solid  material  was  34  mg.  A  clearly  deflMd  melting  point 
could  not  be  determined.  The  pro<l^t  showed  sintering  and 
discoloration  on  heating,  starting  at  128.5  ®C,  until  finally  at  ca. 
250  coeplete  decomposition  and  charring  took  place. 
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1h-NMR  in  DMSO-de: 

8.53[d,J-  8.3  Hz.lH.NHCH],  8.27(bq,J-A,6  Hz, IH.NHCHa] , 

7.57[s.lH,C2H],  6.63[s,lH,C4H] ,  4.45[dt. J-5.6  Hz  and  8.3  Hz.lH.NHCfl], 
4.09[m,2H,NCH2],  3.55  [t,J-6.5  Hz , 2H . Cli20H ] ,  2.96[dd,J-5.7  and  15.2 
Hz,lH,HCH-CH] ,  2.84[t,J-7.2  Hz,2H,CH2S],  2. 79[dd, J-8.9  and  15.5 
Hz.lH.HCH-CH),  ±  2.58(m,2H,CH2S],  2.58[d,J-4.6  Hz , 3H , NHCH3 ] , 

I. 83[s,3H,COCH3] . 

l^C-NMR  in  DMSO-dg: 

171.4[£ONHCH] ,  169. 3(£0CH3] ,  137.4[C2].  127.4[(C5],  126.5[C4]. 
61.0[CH20H],  52.2[CHNH],  44.0[CH2N].  34.0(CH2S1,  32.2[CH2S), 
26.5(£H2CH].  25.6[K?tCH3].  22.5[CO£H3]. 

Thermospray  MS: 
n/z  -  315(MH+). 

El -MS: 

m/z  -  314(M‘’). 

II-9.S.  B.-a-Acityl-H3\(2*-hydr8}tfftthyltbi06thyl)‘htatiding- 
aathvlamlde  (76) 

II.  9.3.1.  Albylition  Mith  2,-.trL8wthylgilylQxyftthyl  2.*- 

ehloroathvl  aulftda 

The  pooled  and  concentrated  eecond  eluting  aonoadduct  fractions, 
obtained  by  reversed  phase  Lobar  chroaatography  as  described  in 
II. 9. 4,  were  further  purified  by  repeated  seai* preparative 
separations  vith  reversed  phase  HPLC  (systea  A).  After  lyophllisation 
of  the  pooled  eluates,  an  oily  residue  resulted,  which  solidified 
after  trituration  with  dry  dichloroaethane.  The  yield  of  solid 
aaterial  was  30  ag.  a.p.  134.5-  136  ^C.  According  to  reversed  |^se 
HPLC  (systea  A)  the  product  contained  2-3X  late  eluting  iapurity. 

in  DHSO-dg: 

8.04(d.J-4.0  Hz.lH.NU-CH),  7.78(bq.J-  .t  4.5  HS.IH.NIICH3) . 
7.54(s.lK.C2H).  6.89(s. 1H.C4H| .  4.39(dt,J-  t  5  and  t  8Hs.lH.C|lHH) . 
4.08{t,J-6.8  Hs.2H.N<::H2).  3.54(t.J-6.6  Hs,2H.CH20H].  2.85[t.J-6.8 
Hs.2H.CH2S}.  2.69  and  2.83{both  a.2H.CH2CH|.  2.56(d.J-4.4 
Hz.3H.CH3NH|.  2.56(t.J-6.6  HS.2H.CH2SI.  1.84{s,3H.CH3CO| . 

^^C-NMl  in  DNSO-dg: 

171.8{{:ONHCH3|.  169. l(fiOCH3| .  n7.8(C5|.  136.7(C21.  116.3(C4H). 
61.0(CH20H|.  52.9(CH|.  46.2(ttCH2l.  33.9|SCH2).  32.5(SCH2), 
30.9(CH2CH1.  25.6{NHCH3|.  22.7(COCH3). 

Theraospray  HS: 
n/t  *  315(MM+). 
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II. 9. 5. 2.  Alkylation  with  2-acetoxvethvl  2* -phloroethvl  sulfide 
(76) 

A  mixture  of  N-a-acetyl-histidine-methylamide  (0.46  g,  2.1  mmol),  2- 
acetoxy-ethyl  2' -chloroethyl  sulfide  (0.5  ml,  ca.  2.4  mmol;  see 
II.4.2),  and  anhydrous  Na2C03  (1  g,  9.4  mmol)  in  anhydrous  methanol 
(10  ml)  was  refluxed  for  12  h.  Ca.  SOX  of  the  starting  material  had 
reacted,  while  ca.  25X  of  (2* -hydroxy-ethylthioethyl) -adducts  were 
present  according  to  LC-MS  analysis.  The  adducts  apparently  lost  the 
protective  acetate  group  of  the  alkylating  agent  during  the  reaction. 
No  further  conversion  was  achieved  by  continued  refluxing.  The  bulk 
of  the  starting  material  was  removed  by  repeated  extraction  of  the 
evaporated  residue  with  dichlorome thane.  By  chromatography  on  a  Lobar 
Lichroprep  Si-60  silicagel  column  with  methanol  as  eluent,  the  crude 
product  was  separated  into  three  fractions,  which  were  examined  with 
HPLC.  The  second  fraction  appeared  to  be  90X  pure  N3-adduct:  it  co¬ 
eluted  with  material  of  the  synthesis  as  described  in  I I. 9. 5. 
Recrystallization  from  methanol/ether  (1/100,  v/v;  50  ml)  gave  50  mg 
of  95X  pure  product  (HPLC,  220  nm).  m.p.  135-136  ^C.  The  impurities 
were  starting  material  and  an  unknown  earlier  eluting  compound.  No 
other  adduct  was  detectable.  Analyses  of  the  product  were  as 
described  in  1 1. 9. 5.  The  third  fraction  eluting  from  the  Lobar  column 
contained  the  Nl-adduct,  together  with  large  quantities  of  earlier 
eluting  starting  material. 

11,9.6.  Isolation  of  N-acetvl.S-(2* -hydroxyethylthioethyD- 
cysteine— ethylamide 

The  product  was  isolated  from  the  reaction  mixture  of  mustard  gas 
with  N-acetyl-cysteine-BMthylamide  obtained  as  described  in  I I. 8.1  by 
chromatography  on  a  Lobar  Lichroprep  RP-18  column  using 
methanol/water  (1/1.  v/v)  as  an  eluent. 

^N-NKR  in  CD3OD; 

4.46[dd.J-6.1  Hz  and  J-7.8  Hz.lH.CHNH) .  3.69(t,J-6.6  Hz.2H.Cll20Hl . 
2.97{dd,J-6.1  Hz  and  J-13.8  Hz.lH.BCHS}.  2.78  (dd. J-7.8  Hz  and  J-13.8 
Hz.lK.HCaS).  2.76(s.4H.SCtt2Ctt2S).  2.74(s.3H.NHC|l3] .  2.69|t.J-6.6  Hz. 
2H,SCU2CH20H).  2.00(s.3H.C(0)CH3l. 

in  CO3OD: 

173.4(CH3f.(0)NH).  173.3(CHC(0)NH).  62.6{CH20H).  54.6tNHCH).  35.2 
[S0<2CH2OH].  34  6(CHCH2S|.  33.3  and  33.USCH20f2S).  26.4(NHCH3].  22.5 
(CH3C(0)). 

Thermotpray  HS : 

^/z  -  281(lfH^). 
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II. 10.  Synthesis  of  haptens:  mustard  Eas  adducts  with 
peptides 

11. 10.1.  N-I2*-Hvdroxvethvlthioethvl)-val-leu-ser-pro-ala-asp- 
lys 

11. 10. 1.1.  Val-  leu-ser-pro-ala-asp-lvs 

The  N- terminal  heptapeptide  of  the  a-chain  of  hemoglobin  was 
synthesized  as  described  by  Van  Denderen  et  al.  (77)  using  a 
Biosearch  Sam  II  automatic  peptide  synthesizer  according  to  the  solid 
phase  synthesis  method  essentially  as  described  by  Merrifield  (78) 
with  t-butyloxycarbonyl- protected  amino  acids.  Deprotection  was 
performed  with  trifluoromethanesulfonic  acid/thioanisole/m*cresol  in 
trifluoroacetic  acid.  The  peptide  was  purified  using  liquid 
chromatography  on  G-15  Sephadex  (Pharmacia)  in  SX  acetic  acid. 
Fractions  were  analyzed  on  a  Beckman  Ultrasphere  S  mm  Reverse -Phase 
C18  column  using  a  gradient  of  acetonitrile  with  O.IX  trifluoroacetic 
acid.  Fractions  containing  the  peptide  of  a  high  purity  were  pooled 
and  lyophilized  twice.  In  order  to  confirm  the  peptide  composition, 
amino  acid  analyses  were  performed  on  the  hydrolyzed  peptide  using 
precolumn  derivatization  of  the  amino  acids  according  to  Janssen  et 
al.  (79,80). 

11. 10. 1.2.  N-(2SHvdrQXvathvIthioethvl)-val.leu-aer-aro.ala.a«n. 

See  I I I. 11. 2  for  a  description  of  the  N-alkylatlon  of  the 
heptapeptide  with  mustard  gas,  as  well  as  for  isolation  and  full 
characterization  of  the  product. 

11. 10. 2.  tl»  (2*  -Hvdroxvethvlthioettivl  )-val  -leu-aer 
(attempted) 

II. 10. 2.1.  2-Aminoethvl  2 » .hydroxvathyl  sulfide  (81) 

2-llromoethylamine  hydrochloride  (30.7  g,  0.13  mol)  in  ethanol  (73  ml) 
was  added  to  a  mixture  of  mercaptoethanol  (23.3  ml.  0.3  mol),  1  M 
sodium  hydroxide  'n  methanol  (130  ml),  and  ethanol  (130  tiU).  The 
reaction  mixture  was  heated  with  stirring  and  ca.  2M  ml  of  solvent 
was  distilled  off.  Next,  ether  (100  ml)  was  added  to  the  reaction 
mixture  after  cooling.  After  filtration,  concentrated  aqueous 
hydrochloric  acid  (10  ml)  and  ether  (30  ml)  were  added.  After  another 
filtration,  the  filtrate  was  concentrated  and  the  residue  was 
distilled  at  reduced  pressure  to  give  11.9  g  (MX)  of  product,  b.p. 
123-126  oc/3  mmHg. 

Elemental  analysis  (C4Hi][N0S.  NU  221): 

Calc.:  C  39.64X  Found:  39.39  t  0.13X 
H  9.13X  9.22  t  0.20X 

N  11.36X  11.40  i  0.341 
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^H-NMR  in  DMSO-de: 

3.55[t,2H,CH20H] .  2 . 70[ t , 2H.Cil2NH2 ] .  2.58(t.2H,CU2CH20H] , 
2.55[t,2H,CH2CH2NH2) . 

l^C-NMR  in  DMCO-db: 

61.0[CH20H].  41.8[CH2NH2] ,  35. 7[S£H2CH2NH2] ,  3A.0[Si;H2CH2OH] . 

Thermospray  MS: 
m/z  -  122 (MH+) 

II. 10. 2. 2.  N-(2* -Hvdroxvethvlthioethvl i-D.L>valine  hydrochloride 
(82) 

A  solution  of  D.L-a-bromoisovaleric  acid  (1.5  g,  8.3  mmol)  and  of  2- 
aminoethyl  2' -hydroxyethyl  sulfide  (3.3  g,  27.2  mmol)  in  chloroform 
(3  ml)  was  set  aside  at  room  temperature  for  10  days.  Next,  a  2.17  M 
solution  of  sodium  methoxide  in  methanol  (7.6  ml)  was  added  and  the 
solvents  were  evaporated  at  reduced  pressure.  The  residue  was 
extracted  with  acetone.  After  evaporation  of  this  solvent,  the 
residue  was  dissolved  in  1  M  aqueous  hydrochloric  acid  (ca.  5  ml). 

The  solution  was  used  for  separation  of  the  products  on  a  Sepharose  S 
V.st  Flow  cation  exchange  column  (14x1.5  cm).  The  eluent  was  composed 
from  solvent  A  (aqueous  hydrochloric  acid.  pH  -  3)  and  solvent  B  (0.1 
M  aqueous  sodium  chloride).  The  column  was  eluted  at  a  rate  of  1 
ml/min  during  60  min  with  solvent  A.  for  the  next  30  min  with  a 
linear  gradient  increasing  to  lOOX  solvent  B,  and  finally  for  60  min 
with  lOOX  solvent  B.  The  product  eluted  after  70*80  min.  After 
lyophilixation  of  the  fractions  contalnir^g  the  product,  most  of  the 
sodium  chloride  in  the  residue  was  removed  by  trituration  with 
ethanol.  Evaporation  of  the  solvent  left  the  product  as  a  slightly 
broimish'colored  powder  (200  mg,  ItX),  m.p.  125-128  ^C.  containing 
ca.  5.8X  sodium  chloride  according  to  atomic  absorption  spectrometry. 
Addition  of  NaOO  to  a  solution  of  the  product  in  D2O  caused  a  shift 
to  higher  field  of  N- neighbouring  hydrogen  signals  in  the 
spectnjuB.  It  follows  that  the  product  was  isolated  as  the 
hydrochloride  salt. 

in  D2O: 

3.81id,lH.CHC(0)|.  3.76(t.2H.C|i20H|.  3.33(m.2H.NNCil2] . 

2.93(m.2H.CH2Sl.  2. 77(t .2H.SCH2I .  2.33|m.lH.CN3Ctt).  1.09  and 
2,04{dd.J-4.2.  6.0,  and  6.9  HS.6H.2CH3I 

Thermospray  NS: 
m/z  -  222(Nir*') 

EI-HS: 

m/z  «  203(M-H20).  IFSCM-CsH/),  176(N-COOH).  160(203-C3H2).  130(N> 
CH2SCH2CH2OH) .  105.  102.  84.  36. 
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11. 10. 2. 3.  Optical  resolution  of  D.L-a-bromoisovaleric  acid 
(83) 

A  solution  of  (-)-Q-phenylethylaniine  (6.6  g,  0.056  mol)  in  ether  (15 
ml)  was  added  to  a  solution  of  (±)-Q-bromoisovaleric  acid  (19.5  g, 
0.11  mol)  in  ether  (35  ml).  The  reaction  mixture  was  set  aside  for  3 
days  at  5  ®C.  Next,  the  precipitated  salt  was  isolated  by  filtration, 
washed  with  ether  and  dried.  Yield  13.3  g  (81. 6Z),  [qJd  -  -21.9°  (c  - 
0.010,  acetone).  According  to  ^H-NMR  in  CDCI3  [CH-Br,  d,  3.72  ppm, 

(+, -)-isomer:  3.74  ppm,  (- , - )-isomerl  the  product  contains  10-15X  of 
the  (- , -)-isomer.  Four  recrystallizations  from  acetone  gave  8.0  g 
(48X)  of  the  (+,-)-salt,  [a]D  -  -22.7°  (c  -  0.012,  acetone;  ref.  82: 
[o]d  "  -22°  ,  c  -  1,  acetone),  m.p.  130-131  °C,  optical  purity  99X 
(^H-NMR) .Tl»e  product  was  dissolved  in  SOX  aqueous  hydrobromic  acid 
(25  ml)  and  extracted  with  toluene.  The  combined  organic  phases  were 
dried  on  anhydrous  sodium  sulfate.  Evaporation  in  vacuo  of  the 
solvent  yielded  (■f)-a-bromolsovalerlc  acid  (3.1  g,  65X),  [a]])  - 
+18.9°  (c  -  0.09,  CHCI3),  m.p.  41-42  °C. 

11. 10. 2. 4.  N - ( 2 - Hydroxve thyl thi oethvl 1 - D- val Ine 

A  solution  of  (+)-a-bromolsovaleric  acid  (1.81  g,  10  mmol)  and  of  2- 
aminoethyl  2' -hydroxycthyl  sulfide  (4.08  g,  34  mmol)  in  chloroform  (5 
mi)  was  set  aside  for  12  days  at  room  temperature.  Next,  aqueous  2  M 
hydrochloric  acid  (12  ml)  was  added,  and  subsecuently  all  solvents 
were  evaporated  in  vacuo.  The  solid  residue  was  washed  with  acetone 
and  dissolved  in  water  (S  ml).  The  product  was  purified  on  a 
Sepharose  S  cation  exchange  coluum  as  described  in  II. 10. 2. 2,  with 
replacement  of  solvent  B  by  aqueous  ammonia  (pH  >  8).  The  product 
eluted  after  30-40  min,  i.e.,  before  application  of  the  gradient. 
Yield  250  mg  (11. 3Z;  Zwitter  ton),  m.p.  234-235  °C,  (ftlp  -  +18.7°  (c 
-  0.0055.  water). 

in  DMSO-dg: 

3.55(t.2H.Ctt20H).  3. l3{d.lH.CHC(0) ) .  2.63-2.94tm.4H.2CH2] . 
2.60(m.2H.SCH2].  2.03(m,lH,CH3Cti| .  0.94  and  0.96{dd.J-  6.7  and  4.6 
Nz.6H,2CH3). 

Thermospray  NS: 
m/z  *  222(HH^). 

11.10.2.5.  N. f 2*. HvdrQxvethvlthioethvll -valine  (72) 

After  addition  of  aqueous  10  N  sodium  hydroxide  (1.2  ml)  to  a 
solution  of  valine  (3  g,  25.6  mmol)  in  water  (20  i^),  the  solution 
was  heated  to  50-70  °C.  Next,  a  solution  of  2-acetoxyethyl  2'- 
chloroethyl  sulfide  (7.7  ml;  see  11.4.2)  in  ether  (90  ml)  was  added 
to  the  stirred  solution  in  the  course  of  1  h.  After  standing 
overnight  at  room  temperature,  the  reaction  mixture  waa  washed  with 
chloroform  (3x20  ml).  Next,  the  pH  of  the  aqueous  solution  (pH  12) 
was  lowered  to  2.7  by  means  of  a^ition  of  concentrated  aqueous 
hydrochloric  acid,  and  the  solution  was  washed  with  ether  (2x30  dl). 
After  evaporation  of  the  aqueous  solution  to  dryness  in  vacuo,  the 
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white  solid  residue  was  rapilly  washed  with  isopropanol  (20  ml)  and 
was  subsequently  extracted  with  the  same  solvent  in  a  Soxhlet 
apparatus  for  50  h.  Cooling  and  filtration  of  the  organic  solvent 
gave  2.15  g  (38X)  of  product,  m.p.  225-227  °C,  purity  92X  (^H-NMR). 

1h-NMR  in  D2O: 

3.75[d,2H,CH20H),  3.13(d,lH.CHC(0) ] ,  2.63-2.94[m,4H,2CH2) . 
2.60[m,2H,SCH2],  2.03[m.lH,CH3CIij .  ■).94  and  0,96(dd,J'  6.7  and  4.6 
Hz.6H,2CH3J 

Thermospray  MS: 
m/z  -  222(MH+). 

II.  10. 2. 6. 

(84) 

Ytterbium- (S)-carhoxymethyloxysucclnate  (5.6  mg.  15.5  onol;  gift  from 
Dr.  Peters.  Technological  University,  Delft,  The  Netherlands) 
dissolved  in  D2O/DCI  (0.2  ml.  pH  3.2)  was  added  to  a  solution  of  N- 
(2'-hydroxyethylthioethyl)-valine  (1  i^.  4.5  ^imol)  in  the  same 
solvent  (0.8  ml). 

II. 10. 2. 7.  H-BtiuyloxycartTonyl -Uu-atr-tthyl  Mtei 

Concentrated  aqueous  sulfuric  acid  (0.1  ml)  was  added  to  a  solution 
of  N-benzy'oxycarbonyl-leu-ser  (3.5  g,  10  mmol)  in  dry  ethanol  (50 
ml).  After  a  reflux  period  of  30  ain.  the  solvent  was  evaporated  in 
vacuo.  The  residue  was  dissolved  in  ether  (15  ml)  and  washed 
successively  with  aqueous  0.05  N  sodium  hydroxide  (2  x  3  ml)  and 
water  (1  x  5  ml).  After  drying  of  the  solution  on  anhydrous  magnesium 
sulfete,  evaporation  of  the  solvent  l^ft  2.6  g  (68X)  of  product,  m.p. 
112-U3  ®C. 

1h-NMR  In  CDCI3: 

6.85(d.lH.GC(0)NH|.  5.24|d, lH,CHC<0)iil .  S.09( . 
4.60(m.lH.CttCH20H).  4.24{m.2H,0<^CH3].  4.20<m. IH.CUCH^CH) , 

3 . 93( d, 2M .dfeOH  1 .  1 . 7 ( m.  IH ,CHCH3 >2  j .  1 , 54/1 . 68| m . 2H ;cuca2CH | . 
1.29(t.3H.CH2Clbl,  0.94/0.95(dd.6H.2C}{3 • . 

Thermoapray  MS: 

m/z  -  38i<MH+).  398(MNH4*).  363f!«*  ‘  H20). 
n.10.2.8.  -ithyLiAitjf . iliaflitftBliltfxiiit  (88) 

After  hubbling  nitrogen  gas  for  5  min  through  a  solution  of  N-henzyl- 
oxyearbottyl-l«iu>aer*ethyI  ester  (1.0  g.  2.6  mmol)  of  eoncantrated 
aquaous  hydrochloric  acid  (0:^5  ml)  in  dry  ethanol  (25  ml).  lOX 
palladium  on  charcoal  (100  mg)  was  added,  ttoxt,  the  solution  wss 
heated  to  50  9C  «ttd  hydrogen  gaa  was  led  over  the  aolutton  for  3  h. 
Plltratiott  of  the  reaction  siixture  and  evaporation  in  vacuo  of 
solvent  gave  a  solid  product,  which  was  recrystsllized  from  athanol 
(10  ml)/echsr  (05  ml).  Yield  350  (558),  m.p.  153-154  ®C. 
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F.lempntal  analysis  (CX1H23N2O4CI .  MW  282.8): 

Calc.:  C  46.71.x  Found:  45.23  ±  0.03X 

H  8.20X  8.22  ±  0.14X 

N  9.J0X  9.62  ±  0.07X 

Cl  12.55X  11.91  ±  0.18X 

^H-NMR  in  DMSO-de: 

8.90[d.lH,NHCH),  8.00[bq,3H.Nfr*-}.  5.l8[t,lH,CH20H] .  4.42{m.lH,NHCiJj . 
4.13[ni.2H,CU2CH3l.  3.88[t,lH,CHCH2CHJ .  3.69/3.80{a,2H.CH20Hj , 

I .  74 [a,  IH , Cil(CH3 >2 ) ,  1 . 64/1 , 54 [a,  IH , CHCH2CH } ,  1 . 21  [  t .  3H , CK2Cil3  j . 
0.93/0.96[dd,6H,2CH3l. 

Theraospray  MS: 

a/z  -  247(MH^).  229(MH^  -  H2O).  201(MH+  -  ethanol). 

II.  10. 2. 9.  Atteapted  sjgn^theais  of  N.f2».hvdrQxvethvlthioethvl1-D. 

YAL-lmrJfir  (83) 

A  solution  of  leu-ser-ethyl  ester  hydrochloride  (10.8  ag.  38  panel) 
and  trlethylaalne  (5.37  pi,  38  paol)  In  N.N-diaethyl-foraaalde  (I  ml) 
was  added  to  a  solution  of  N- (2 ‘ 'hydroxy-ethyl thioethyl)-D- valine 
hydrochloride  (9.8  ag.  38  paol)  In  H.H'dlaethylforaaalde  (I  al). 

After  cooling  on  Ice,  dlcyclohexyl'carbodllalde  (7.88  ag.  38  panl) 
vas  added.  The  solution  was  kept  for  a  further  2  h  at  0  °C  and  was 
subsequently  stirred  for  24  h  at  room  teaperature.  Theraospray  MS 
analysis  of  the  reaction  mixture  indicates  <SX  .conversion  to  the 
desired  product  (n/z  -  450. MH+).  whereas  the  major  peak  at  a^/z  -  428 
pertained  to  HIT*’  of  the  addition  product  ofN'(2'‘ 
hydroxyethylthioethyl}-D' valine  and  the  dilmide.  A  similar  reaction 
between  N'(2*'hydroxyethyl'thioethyl)'D'valtne  (5,7  mg.  26  pmol), 
leu-set'ethyl  ester  hydrochloride  (7.3  mg.  26  pmI).  and  l-(3'dl- 
methylaminopropyl)*3'ethylcarbodiimide  (4.9  iqi,  26  pmol)  in  N,il> 
dimethyl -formsmide  (2  ml)  led  to  the  observation  in  the  thermospray 
mass  spectrum  of  the  reaction  mixtura  of  •  HjO  (m/s  •  359)  of  th# 
addition  product  of  M- (2 * •hydroxyethylthtoethyD-D- valine  and  the 
dilmide,  without  observation  of  the  deaired  tri peptide  product. 

n.10.3.  giy'^s-slY'SIutamie  acld.5.(2* .hvdgaxvethvlthloethvl i 
eatar  l.amtda'hvdroehlarlde 

11.10.3.1.  M'ltasvlQXYCmthonYl'Slv.AlV'elv.flutamie  aeld.5.r.Wvl 
aatar.l.amlde  (67) 

Ethyl  chloroformate  (0.32  ml,  3.35  «w>l)  was  added  to  a  stirred  and 
cooled  (-15  ®C)  solution  of  cbs-gly-gly-gly  (1.06  g.  3.28  mmol)  and 
triethylmmine  (0.46  ml.  3.3  mmol)  In  N.M-dlmethylformuiide  (20  sd). 
After  10  min  of  stirring,  during  which  triethylammonltmi  ehortde 
crystallised,  a  solution  of  glutamic  actd-5-t-butyl  ester-1-mmlde 


80 


(3.36  mmol)  in  N,N-dimethylformamide  (15  ml)*  was  added.  The  reaction 
mixture  was  stirred  for  another  20  min  at  -15  °C  and  for  1  h  at  room 
temperature.  After  filtration  through  a  glass  filter  the  filtrate  was 
concentrated  in  a  rotation  evaporator.  The  product  crystallized  by 
dissolving  the  residual  oil  in  30  mi  of  ethanol  and  slowly  adding  60 
ml  of  water  to  the  stirred  solution.  The  crystals  were  collected  on  a 
glass  filter,  washed  with  ethanol/water  (1/2,  v/v)  and  dried  in  a 
vacuum  desiccator  containing  phosphorus  pentoxide.  Yield  1.21  g 
(73X),  m.p.  142-150  ^C. 

^H-NMR  in  DMSO-dg: 

8.18  and  8.12[both  t,J»5.7  Hz , 2H , 2xNHC-0 ] ,  7.9[d,J-8.1 
Hz,lH,C(0)NHCH] ,  7.45[t,J-  5.9  Hz , lH,NHC-0] , 7 . 30-7 . 42 [m, 5H, 
aromatic],  7.27  and  7.07(both  bs ,2H,C(0)NH2] ,  5.06[s,2H,CH20] , 
4.21[dt,J=5.0  and  8.5  Hz,lH,CHNHl,  3 . 78[m, 2H, CH2NH] ,  3.77rd,J-5.6 
Hz,2H,CH2NH] ,  3.70[d,J-6.C  Hz,2H,Ca2NH] ,  2.22(m,2H,CH2COOj ,  1.95  and 

I. 75[both  m,2H,Cii2CH] ,  1.41[s,9H,3CH3] . 

l^c-NMR  in  DMSO-dg: 

173.1[C0NH2],  i71.7[COO],  169.7,  169.3  and  163. 7[3CONH] , 

156.6[(NHC00],  137.1,  128.4  and  2x127 . 8 (aromatic  C's] ,79.7[£(CH3)3] , 
65.6[£H2C6H5],  51.7[CHNH],  43.7,  42.2  and  42 . 1{ 3CH2NH] ,  31 .4[£H2C00] , 
27.8[30H3],  27.2[CH2CH]. 

Thermo spray  MS: 

m/z  -  508(MH*),  400(MH+  -  C6H5CH2OH),  344(Cbz-gly-gly-gly.glu-NH2 .H+ 
minus  C6H5CH2OH),  452[Cbz-gly-gly-gly-glu-NH2  .H'*'  (possible 
impurity) ] . 

II.  10. 3. 2.  Glv-gly-glv-glutamic  acid-l-amide  trifluoroacetic  acid 

salt  (86) 

Over  a  well  stirred  solution  of  cbz-gly-gly-gly-glu-5-t-butyl  ester- 
amide  (320  mg,  0.63  mmol)  in  N,N-dlmcthylformamide  (10  ml), 
containing  400  mg  of  lOX  palladium  on  charcoal,  a  stream  of  nlt<.ogen 
was  passed  for  20  min,  followed  by  a  stream  of  hydrogen  for  4  h  and 
again  nitrogen  for  20  min.  The  reaction  mixture  was  passed  through  a 
glass  filter  (D4)  with  suction  which  afforded  only  a  partial  removal 
of  the  charcoal.  The  filtrate  was  concentrated  in  vacuo  and  the 
residual  oil  dissolved  in  trifluoroacetic  acid  (30  ml).  After  16  h  at 
room  temperature  the  mixture  was  filtered  ti:  rough  a  glass  filter  to 
remove  the  remaining  charcoal  and  the  filtrate  was  concentrated  in 
vacuo.  The  semi '■crystalline  oil  was  crystallized  from  absolute 
ethanol/dry  ether  (1/5,  v/v,  30  ml).  The  hygroscopic  crystals  were 
dried  in  a  vacuum  desiccator  over  charcoal  and  phosphorus  pentoxide. 
Yield  0.27  g  (99X). 


*  This  "solutiou"  was  obtained  by  adding  triethylamine  (0.56  ml,  3.87 
mmol)  to  a  suspeiision  of  glutamic  acid-5-t-butyl  ester-l-amide 
hydrochloride  (0.99  g,  3.36  mmol)  in  N,N-dimethylformamide  (15  ml). 
The  mixture  was  shaken  until  the  large  crystals  of  the  glutamate  had 
been  replaced  by  tlte  smaller  crystals  of  triethylammonium  chloride. 
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^H-NMR  in  DMSO-dg: 

8  67[t,J=5.7  H2,1H,NHC=0] ,  8.24[t,J-5.7  Hz, lH,NHC-0] ,  8.07[bs,3H, 
NH3+],  7.95[(d,J-8.1  H2,1H,C(0)NHCH] ,  7.34  and  7.08[both  bs,2H, 
C(0)NH2].  4.23[dt,J=5.2  and  8.3  Hz.lH.NHCH] .  3.87[d,J=5.8  Hz,2H, 
NHCH2CO],  3.79[m,lH,NHCii2CO] ,  3 . 64 [ s , 2H . COCH2NH3+ ] ,  2.24[in,2H, 
CII2COO],  1.96  and  1.76 [both  m,CHCii2J- 

^^C-NMR  in  DMSO-dg: 

174.0[COO],  173.2[C0NH2] ,  168.8,  168 . 7  and  166 . 5[ 3C0NH] ,  51.8[NHCH], 
42.0[2NHCH2],  40.2[CH2NH3+] ,  30 . 2 [ CH2COO] .  27.3[CH£H2]. 

Thermospray  MS: 

m/z  -  318(MH+),  300(MH+-H20) ,  147(H-glu-NH2 .H+) .  346(H-gly-gly-gly- 
glu-NH2-5-ethyl  ester. H"*";  minor  impurity  due  to  recrystallization) , 
391(dioctyl  phthalate .H^) 

In  order  to  remove  dioctyl  phthalate,  an  aqueous  solution  of  the 
product  was  extracted  with  ethyl  acetate  and  lyophilized. 

II. 10. 3. 3.  Glv-glv-alv-glutamic  acid-5-f2*-hvdroxvethvlthioethvl) 
ester-l-amide  hydrochloride  (69) 

By  means  of  heating  and  occasional  shaking  200  mg  (0.46  mmol)  of  gly- 
gly-gly-glutamic  acid*l*amide  trifluoroacetic  acid  salt  was  dissolved 
in  thiodiglycol  (4.0  ml,  39  mmol).  After  cooling  to  room  temperature 
acetyl  chloride  (0.18  ml,  2.5  mmol)  was  added  with  shaking.  The 
reaction  mixture  was  kept  at  room  temperature  and  the  disappearance 
of  the  starting  peptide  as  well  as  the  formation  of  the  peptide  ester 
was  monitored  by  means  of  HFLC  (system  A).  After  five  days  the 
reaction  mixture  was  shaken  with  ethyl  acetate  (40  ml).  The  insoluble 
oily  substance  was  allowed  to  settle  on  the  bottom  of  the  flask, 
after  which  the  supernatant  liquid  was  decanted.  This  treatment  with 
eth  1  acetate  was  repeated  twice  with  solutions  of  the  precipitates 
in  dry  ethanol  (5  ml).  Crystallization  occurred  when  the  precipitate 
was  finally  treated  with  acetonitrile  (10  ml).  However,  when 
collecting  the  crystals  on  a  glass  filter,  the  apparently  very 
hygroscopic  compound  turned  into  an  oily  substance  (ca.  150  mg,  71Z), 
which  was  analyzed. 

’h-NMR  in  DMSO-dfi: 

8.74[t,J-  ca.5.8  Hz , IH , NHC-0 ] ,  8.3(t,J-5.8  Hz,lH,NHC-0] ,  7.98[d,J-8.1 
Hz,lH,  NUCH),  7.38  and  7.10(both  s,2H.CONH2J,  4.24[dt,J-5.0  and  8.5 
Hz.lH.NHCH] ,  4.17[t,J-6.8  Hz , 2H , COOCH2 ) .  3.85{d,J-5.5  Hz , 2H , NHCU2 1 . 
3.78[m,2H.NHCH2l.  3.62[s.2H,CH2NH3'*’l .  3.56[t,J-6.7  Hz , 2H , CU2OH ) , 
2.77(t.J-6.8  Hz,2H,CH2S) ,  2.63(t,J-6.6  Hz.2H,CH2S] .  2.34[m,2H, 

CH2COOI.  2.00  and  1.81 [both  m,2H,CHCU2) • 

^^c-NMR  in  DMSO-dg: 

173,0[C0NH2).  172.3(C001,  168. 7 [ 2xC0NH) ,  166.5[C0(NH)CH2NH3+] , 
63.3[C(0)0CH2l.  6I.UCH2OHI,  51.6(CH).  42.1[NHCH2],  42.0 
(NHCH2C(0)NHCH].  40.3[CH2NH3+1,  34 . 2[fiH2CH20H] .  30. 1(£H2C00] ,  30.0 
[CH^Sl.  27.2(CH2CH). 


82 


Thermospray  KS; 

m/z  =  422  MH+),  300(MH+-thiodiglycol) ,  189(H-gly-gly-gly-NH2 .H+) . 

II. 10. 4.  Attempted  synthesis  of  cvs-glv-glv-glv 

II. 10. 4.1.  S - benzyl - N • benzyl oxvcarbonvl - c vs te ine - c vano - 
methyl  ester  (87) 

S-benzyl-N-benzyloxycarbonyl -cysteine  (9  g,  26  mmol)  was  added  to  a 
stirred  and  cooled  (0  °C)  mixture  of  triethylamine  (5.48  ml,  39  mmol) 
and  chloroacetonitrile  (3.29  g,  52  mmol).  The  reaction  mixture  was 
kept  at  room  temperature  overnight.  Ethyl  acetate  (50  ml)  was  added 
and  after  stirring  for  a  short  period  of  time  the  precipitate  formed 
was  filtered  and  washed  with  ethyl  acetate  (15  ml).  The  filtrate  was 
evaporated  to  dryness.  The  residue  was  dissolved  in  refluxing  ether 
(30  ml),  and  hexane  (45  ml)  was  slowly  added  to  precipitate  the 
product.  The  precipitate  was  filtered,  washed  with  ether/hexane  (1/1, 
v/v)  and  air-dried  to  give  6.9  g  (69X)  of  product,  m.p.  67-68  °C 
(ref.  87:  67-68  ^C) 

^H-NMR  in  CDCI3: 

7. 21-7. 39[m,10H, aromatic],  5 .42(bd, J-6-7  Hz,lH,NHC(0) ] ,  5.12[AB 
pattern,J-12.2  Hz,2H,C6H5CIl20l ,  4.71[s,2H,OCH2CN] ,  4.61[bq, 3-6-7 
Hz,lH.CHC(0)],  3.71[?«,2H,C6H5CH2S].  2.87[m,2H,CHCa2S] . 

l^c-NMR  In  CDCI3: 

169.6[CH£(0)0],  156.1[0£(0)NH1,  137.1,  136.0,  129.0,  128.9(2 
signals),  128.8,  128.7,  128.5.  128.3,  and  127.6[aromatic] ,  113.7(CN], 
67.5(C6H5£H201.  53 . 5(NH£HC(0) ] .  49 . 2 ( 0£H2CN ] ,  36.8(C6H5fiH2S] .  33.2 
(CH£H2S). 


II. 10. 4. 2.  GlycylglyclMrAthyl  fister  hydr.o.chloridQ 

Acetyl  chloride  (25  ml)  was  added  dropwise  to  dry  ethanol  (250  ml). 
The  temperature  of  the  solution  increased  to  ca.  50  °C.  Glycylglycine 
(13.21  g,  100  mmol)  was  added,  which  rapidly  dissolved.  The  reaction 
mixture  was  kept  overnight  at  room  temperature.  After  stirring  for  an 
additional  2  h  at  60  °C,  the  reaction  mixture  was  cooled  and  the 
precipitate  formed  was  filtered  and  air-dried.  Recrystallization  from 
ethanol  (100  ml)  yielded  14.8  g  (75%).  M.p.  181-182  °C.  HPLC  and  ^H- 
NMR  analyses  showed  10%  contamination,  probably  by  the  starting 
compound. 

1h-NMR  in  D2O: 

4.23[q,J-7.2  Hz , 2H , CH3CII9 ] .  4.08[s,2H,NHCU2C(0) j , 
3.90[s,2H,NH3,CIi2C(0)l.  i.27[t,J-7.2  Hz, 3H,CIi3CH2] . 

l^c-NMR  in  D2O: 

174.1[CH2fi(0)0),  i/0.2[CH2£(0)NH),  65.3[CH3£H201 ,  43 . 9[NH£H2C(0) ] , 
43.0(NH3£H2C(0)),  15 . 9[CH3CH20) . 
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II. 10. 4. 3.  N - 1 - butvl oxvcar bonvl - gl vc vl gl yc vl glyc ine - e thvl 

Triethylaraine  (2.4  ml)  was  added  to  a  suspension  of  glycylglycine- 
ethyl  ester  hydrochloride  (3.26  g,  16.7  mmol)  in  dichloromethane  (40 
ml)  which  partially  dissolved  the  ester.  N-t-butyloxycarbonyl -glycine 
(2.93  g,  16.7  mmol)  was  dissolved  and  next  dicyclohexylcarbodiimide 
(3.5  g)  was  added.  After  stirring  overnight  the  precipitate  was 
removed  and  the  filtrate  was  washed  with  1  N  HCl ,  1  N  KHCO3,  and 
water.  After  drying  on  magnesium  sulfate,  the  organic  phase  was 
evaporated  to  dryness.  The  residue  was  dissolved  in  acetone  (25  ml) 
and  filtered.  The  filtrate  was  concentrated  to  ca.  10  ml  to  which 
ether  (50  ml)  was  added.  After  cooling  at  -18  °C,  the  precipitate  was 
collected,  washed  with  ether  and  dried,  yielding  3.2  g  (60X).  M.p. 
98-100  °C. 

1h-NMR  in  DMSO-de: 

8.24[bt,J-6.0  H2,1H,NHCH2C(0)0I,  8.06[bt, J-5. 8  Hz, 1H,NHCH2C(0) ] , 
6.98[bt,J-5.8  Hz,lH,CH2NHC(0)0j.  4.11(q,J-7.0  Hz,2H,CH3CH20] , 
3.85[d,J*6.0  Hz,2H.NHCii2C(0)0],  3.77[d,J-5.8  H2,2H,NHCii2C(0) ] , 
3.60[d,J-5.8  Hz,2H,0C(0)NHCH2C(0)] ,  1.41[s,9H, (CH3)3C] ,  1.22[t,J-7.0 
Hz.3H,Cli3CH2]. 

13c. nMR  in  DMSO-dg: 

169.8[C(0)NH] .  169.7[C(0)0],  169 .4(C(0)NH] ,  155.9[NH£(0)0C] , 

78. 2 [£(083)3],  60.5[COO£H2l,  43 .4[fiH2C(0)NH] .  41.8[£H2C<0)NH] . 
40.7[£H2C(0)0],  28.2((CH3)3|,  14 . 1 [ CH2£H3 ] . 

IMO.4.4.  Glvcvlglvcvlplvctne. ethyl  ester  trlfluorc- 

flfifltis  flgid  salt 

N-t-butyloxycarbonyl-glycylglycylglycine-ethyl  ester  (3.5  g)  was 
added  to  trifluoroacetic  acid  (25  ml)  inducing  a  vigorous  development 
of  carbon  dioxide.  After  1  h  the  trifluoroacetic  acid  was  evaporated 
in  vacuo.  The  residue  was  triturated  twice  with  ether  (25  ml). 
Residual  ether  was  removed  in  vacuo  in  a  rotavapor.  Then  the  oily 
residue  slowly  crystallized.  The  conversion  was  quantitative.  M.p. 
99>105  °C.  No  impurities  could  be  detected  by  HPLC  analysis. 

1h-NMR  in  DMSO-dg; 

8.64[bt,J-6.0  Hz,lH,CH2NilC(0)j,  8.42(bt. J-6.0  Hz, 1H,CH2NHC(0) ] , 
8.02[bs,3H,NH3j,  4.12[q,J-7.0  Hz,2H,CH3CH20| ,  3.88(d,4H,J-6.0  Hz,  2x 
NHCti2C(0)].  3.63[bq,J-5.4  Hz,2H.  CH2NH3],  1.22[t,J-7.0  Hz, 3H. 083082) . 

II. 10. 4. 5.  S-benzvl -N-benzvloxycarbonvl -cYSteinvlalvcvl- 

glycyigly.cinfl-tthyi,  MUr 

Trlethylamine  (0.66  ml,  4.7  mmol)  and  two  drops  of  acetic  acid  were 
added  to  a  solution  of  S-benzyl-N-benzyloxycarbonyl-cysteine- 
cyanomethyl  ester  (1.72  g,  4.4  mmol)  and  glycylglycylglycine-ethyl 
ester  trifluoroacetic  acid  salt  (1.5  g,  4.5  mmol).  After  standing  for 
a  week  at  room  temperature  the  reaction  mixture  had  become  solid. 
After  addition  of  ether  (50  ml),  the  mixture  was  stirred.  The  gel 
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formeu  was  filtered,  washed  with  ether  and  air-dried.  The  resulting 
wax  was  dissolved  in  warm  acetone  (25  ml)  and  filtered.  After  cooling 
at  -  18  ®C  the  gel  was  collected,  washed  with  acetone/ether  (1/1, 
v/v)  and  with  ether,  and  air-dried.  Yield  2.03  g  (84X).  M.p.  124- 
125.5  OC. 

Ih-NMR  in  DMSO-de: 

8.35[bt, J-5.4  Hz,1H,CH2NHC(0)CH] ,  8,24(bt,J-5.8  Hz, lH,NiiCH2C(0)0] , 
8.13[bt,J-5.8  Hz.1H,NHCH2C(0)NH).  7.60(d.  0-8 . 3  Hz, 1H,CHN11C(0) ] , 

7. 22-7. 47[m,10H, aromatic] ,  5.09(AB  pattern, J-12. 8  Hz,2H,C6H5CIi20] , 
4.33[m,lH,SCH2CH],  4.11{q,J-7.1  Hz,2H,CH3CH201 ,  3.85[d.J-5.8 
Hz,2H.NHCH2C(0)0],  3.80[d,J-5.4  Hz, 2H,CHC(0)NHCil2 ] . 
3.79(s,2H,C6H5CH2S],  3.78[d,J-5.8  Hz,2H,NHCii2C(0)NH] ,  2.84[dd, J-5.0 
Hz  and  J-13.7  Hz , IH , flCHS ] ,  2.61[dd, J-9.1  Hz  and  J-13.7  Hz,lH,HCHS], 

I. 21[t,J-7.1  Hz,3H.CH2CH3] . 

l^c-NMR  in  DMSO-dg: 

170.8(CHC.(0)NH].  169.7[CH2£(0)0J.  169. 3(CH2£(0)NH]  ,  168.9 
[CH2£(0)NH],  156.1(0£(0)NH],  138.4,  137.0,  128.9,  128.4(2  signals), 
127.8(2  signals)  and  126. 8 { aromatic ] ,  65.7  [0£H2C6H5], 

60.4(C(0)0£H2],  54.3(SCH2£H],  42.3  ICHC(0)NH£H2 ] .  41 . 7(£H2C(0)NH] . 
4.07{£H2C(0)0],  35.3  [S£H2C6H5l,  33.3[S£H2CH] .  14 . 1 [ CH2£H3 ] . 

Thermospray  MS: 

Two  major  products  were  observed.  Product  1  (72X  of  the  total 
product),  m/z  •  545(MH'*'  of  the  desired  compound);  product  2  (22X  of 
the  total  product),  m/z  »  561(MH'*’  0,  probably  the  S  ->  0  analog  of 

the  desired  compound). 

II. ll.  Identification  of  mustard  mas -adducts  to  ealf-thvmua 

DMA  and  DMA  of  human  white  blood  cells 

11.11.1.  Prenaration  of  ainyle- stranded  DMA 

Calf'th^iBus  ONA  was  soaked  overnight  in  distilled  water  (>20  mg/ml). 
The  DNA  was  then  dissolved  in  phosphate-buffered  saline  (PBS;  0.14  H 
NaCl,  2.6  fflM  KCl ,  8.1  mM  Na2HP0^  and  15  mM  KH2PO4,  pH  7.4;  1  mg/ml). 

To  generate  single-stranded  DNA,  the  double -stranded  calf-thymus  DNA, 
or  ONA  isolated  from  white  blood  cells  (WBC;  see  section  II. 11. 4), 
were  heated  for  10  min  at  100  °C.  The  amount  of  single -stranded  DNA 
was  measured  spectrophotometrically  (c260nffl  "  8,580  l.mol'^.cm'^; 
expressed  per  mol  nucleotide). 

Single -stranded  salmon-sperm  DNA  was  prepared  in  the  same  way  as 
described  for  calf-thymus  ONA. 

11. 11. 2.  Treatment  of  DNA  with  mustard  yaa 

A  solution  of  double-  or  single-stranded  DNA  in  PBS  (1  mg/ml)  was 
treated  with  mustard  gas  or  {^^Sjmustard  gas  in  acetone  (0.1-1000  ^ 
mustard  gas;  37  °C;  30-60  min;  final  acetone  concentration;  IX).  The 
specific  radioactivity  of  the  batch  at  the  day  of  preparation  was 
datermined  (850  and  316  MBq/mmol)  and  the  specific  activity  at  the 
day  of  use  was  calculated,  taking  in  account  a  half  life  of  87  days. 


After  treatment  with  mustard  gas  the  DNA  was  purified  by  alcohol 
precipitation  (in  the  same  way  as  described  for  DNA  of  human  WBC  in 
section  II. 11.4)  and  dissolved  in  a  buffer.  In  certain  experiments 
this  solution  was  sonicated  before  further  use. 

11. 11. 3.  Treatment  of  human  blood  with  mustard  gas  and  the 
isolation  of  blood  cells 

Blood  of  human  volunteers  (10  ml)  was  collected  in  evacuated  glass 
tubes,  containing  15  mg  Na2EDTA.  The  blood  was  treated  with  mustard 
gas  or  [^^SJmustard  gas  in  acetone  (10-1000  /iM  mustard  gas;  37  ®C: 
30-60  min;  final  acetone  concentration  1%). 

Separation  of  fi££UID  and  blood  cells 

The  blood  was  centrifuged  (15  min;  4  °C;  480  g)  and  the  serum 
collected.  The  colls  were  washed  twice  with  PBS  (4  °C)  and  the 
supernatant  was  removed.  The  cells  were  resuspended  in  PBS. 

Separation  sdL  erythrocytes  and  Khita  hlood  SLella  (wbo 
Lysis  of  the  erythrocytes  was  brought  about  by  incubation  of  the  cell 
suspension  at  0  with  three  volumes  of  freshly  prepared  lysis 
buffer  (155  mM  NH4CI,  10  mM  ICHCO3.  0.1  mM  Na2EDTA,  pH  7.4).  After 
centrifugation  for  15  min  at  400  g  (4  °C).  the  supernatant  containing 
the  hemoglobin  was  removed.  The  pelleted  WBC  were  washed  twice  with 
PBS  and  finally  resuspended  In  the  buffer  used  in  the  experiment. 

11. 11. 4.  DMAiafliatifiP  from  vbita.  hl.Qfl.d, colls  (WBC) 

WBC  from  10  ml  blood,  isolated  as  described  in  II. 11. 3.,  were 
resuspended  in  2.5  ml  10  mM  Tris-HCl,  1  mM  Na2EDTA,  pH  7.8.  Sodium 
dodecyl  sulfate  (SDS;  final  concentration  IX  w/v)  was  added  to  lyse 
the  cells.  Proteinase  K  (250  Mg/nl)  was  added,  to  digest  protein.  The 
lysates  were  incubated  overnight  at  37  °C,  DNA  was  purified  by  phenol 
extraction  (15  min  gently  shaking  with  an  equal  volume  of  phenol, 
saturated  with  10  mM  Tris-HCl,  1  mM  Na2EDTA,  O.I  M  NaCl,  pH  7.8, 
followed  by  separation  and  removal  of  the  phenol  layer).  After 
addition  of  0.1  volume  of  3  M  sodium  acetate,  1  mM  Na2EDTA,  pH  5.5, 
the  DNA  was  precipitated  with  two  volumes  of  absolute  ethanol,  pre¬ 
cooled  at  -20  °C.  With  a  glass  plpet  the  DNA  was  collected,  washed  in 
SOX  ethanol  and  dissolved  in  2.5  ml  of  the  Tris/Na2EDTA  buffer.  RNAse 
A  (final  concentration:  75  MS/nl>  heated  at  80  *^C  for  5  min  to 
destroy  any  DNAse  activity)  and  RNAse  T1  (Boehrlnger;  final 
concentration:  75  units/ml)  were  added  to  digest  the  RNA  (2  h; 

37  *^C).  The  DNA  was  purified  by  extraction  with  an  equal  volume  of 
chloroform/isoamylalcohol  (24:1)  and  alcohol  precipitation  as 
described  above.  The  DNA  was  dissolved  In  the  buffer  used  in  the 
experiment.  The  amount  of  double -stranded  DNA  was  measured 
spectrophotometrically  (c260nm  ~  6,600  1 .mol'^.cm*^ ,  expressed  per 
mol  nucleotide). 
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11.11.3  Preparation  of  DNA  for  the  competitive  ELISA 

Various  procedures  to  make  mustard  gas-treated  double -stranded  DNA 
single -stranded  were  followed  in  order  to  obtain  an  optimal 
accessibility  of  the  DNA  damage  for  the  antibodies  without  disrupting 
or  destroying  the  N7-adduct.  In  all  cases  the  calf -thymus  DNA  used 
had  been  exposed  to  various  concentrations  of  mustard  gas  as 
indicated  in  section  II. 11. 2.  The  samples  resulting  from  the  various 
treatments  were  tested  in  the  competitive  ELISA. 

Treatment  with  alkali 

Single -stranded  calf-thymus  DNA  (0.15  ml;  100  fig/al)  in  PBS  was  added 
to  0.8  ml  "alkali"  solution  (1.3  M  NaCl,  adjusted  to  pH  12.1  with  1  M 
NaOH)  and  the  mixture  was  incubated  for  30  min  at  room  temperature. 
The  solution  was  sonicated  for  20  s  to  prevent  re -annealing  of  the 
DNA-strands  and,  subsequently,  neutralized  with  0.15  ml  250  mH 
KH2PO4.  Finally,  0.1  ml  0.2Z  SDS  in  PBS  was  added  to  prevent 
adsorption  of  the  DNA  to  the  walls  of  the  polystyrene  tubes. 

Trgatacnt  ]£Uh  SSjS/ZQX  formamide 

Double-  and  single-stranded  calf -thymus  DNA  (0.1  ml;  100  fig/ial)  in 
PBS  were  treated  with  0.3  ml  SSC/formamide  solution,  resulting  in  a 
final  concentration  of  2x  SSC  (0.3  H  NaCl,  0.03  M  sodium  citrate)  and 
70Z  formamide.  The  solution  was  incubated  for  30  min  at  56  °C  and 
then  directly  sonicated  for  10  s.  A  0.05X  SOS  solution  (0.1  ml)  was 
added.  The  samples  were  used  as  such  in  the  competitive  ELISA  on  the 
same  day. 

UsAiiog  &L  IfiK  iflolfi  atcfipatb 

Single-  and  double -stranded  calf-thymus  DNA  (0.1  ml;  100  lig/nl)  in 
0.01  M  Tris  and  1  mN  EOTA  were  heated  at  70,  75,  or  85  for  10  min. 

Treatment  with  formamide  formaldehyde  H  IfiK  jonic  BtlBngth 
Single-  and  double -stranded  calf -thymus  DNA  or  DNA  from  mustard  gas- 
exposed  human  white  blood  cells  (700  ^1;  100  in  0.01  M  Tris,  1 

mM  EDTA,  4. IX  formamide  and  0.2X  formaldehyde  were  heated  at  52 
for  25  min  and  then  directly  sonicated  for  10  s. 

Determination  qI  ]2Ij|A  content 

A  method  that  is  suitable  for  the  determination  of  small  quantities 
of  DNA  (10-50  ng/sample)  was  developed.  The  method  is  based  upon  the 
binding  of  the  dye  Hoechst  33258  to  DNA  and  subsequent  fluorometric 
detection  of  the  DNA-dye  complex  (excitation:  370  nm;  emission:  430 
nm).  Calibration  curves  were  made  with  serially  diluted  DNA  (double- 
or  single -stranded  calf  thymus  DNA)  in  a  solution  containing  0.14  M 
NaOH.  9  mM  Na2EDTA.  0.14  M  NaH2P04.  0.57  H  NaCl  and  0.07  pg  Hoechst 
33258/ml,  pH  8.  The  fluorescence  was  measured  with  a  Pye  Unlearn  LC-FL 
detector.  At  the  same  DNA  concentration,  the  fluorescence  of  double- 
stranded  DNA  samples  was  twice  as  high  as  that  of  single -stranded 
DNA,  With  this  method  it  is  possible  to  measure  DNA  concentration 
ranging  from  10-5000  ng/ml.  It  can  also  be  used  to  check  DNA  samples 
for  the  presence  of  double -stranded  DNA.  For  the  former  purpose,  100 
of  the  DNA  sample  were  added  to  4.2  ml  of  alkali  buffer  (0.06  M 
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NaOH  and  O.Ol  M  Na2EDTA)  and  next  incubated  for  20  min  at  room 
temperature  to  induce  complete  single -strandedness.  After  addition  of 
0.7  ml  neutralizing  buffer  (0.06  M  NaOH,  1  M  NaH2P04,  4  M  NaCl  and 
0.5  jUg  Hoechst  33258/ml)  fluorescence  was  measured.  The  DNA 
concentration  of  a  sample  was  derived,  by  using  a  calibration  curve 
of  single -stranded  DNA.  For  the  determination  of  the  relative  amounts 
of  double-  and  single -stranded  DNA,  an  additional  measurement  was 
performed.  The  DNA  sample  (100  fil)  was  added  to  the  neutralized 
buffer  and  the  fluorescence  was  measured.  By  comparing  the  two 
results,  the  fraction  double-stranded  DNA  was  calculated. 

11. 11. 6.  The  degradation  of  mustard  gas-treated  DNA  into 
nucleosides 

DNA  isolated  from  10  ml  WBC  or  100-400  /ig  calf -thymus  DNA  treated 
with  mustard  gas  was  dissolved  in  0.5  nd  10  mM  Tris-HCl,  0.1  mM 
Na2EDTA,  4  mH  MgCl2.  pH  7.2,  to  which  was  added  ZnSO^  (to  a  final 
concentration  of  0.2  mM),  50  //g  nuclease  PI  (dissolved  in  30  mM 
sodium  acetate,  pH  5.3,  at  a  concentration  of  1  mg/ml)  and  30  units 
deoxyribonuclease  I  (dissolved  In  the  Trls-HCl  buffer  at  a 
concentration  of  3000  unlts/ml).  The  solution  was  Incubated  overnight 
at  37  ®C.  Next,  the  digest  was  heated  for  5  min  at  100  ®C  to 
inactivate  deoxyribonuclease  I  and  to  release  the  N7-alkylated 
guanines  and  N3-alkylated  adenines.  In  case  the  degraded  DNA  had  to 
be  used  in  ELISA* s,  before  the  heat -inactivation,  the  solution  was 
incubated  with  0.35  mg  proteinase  K  (2  h;  37  °C),  to  destroy  also 
nuclease  PI  which  is  heat-resistant  (intact  nuclease  PI  causes  a  high 
background  in  the  ELISA).  Proteirtase  K  is  inactivated  by  the 
subsequent  heating,  To  digest  the  nucleotides  to  nucleosides,  1  m1  1 
M  Trls-HCl.  pH  9.0,  was  added  and  the  solution  was  incubated  for  24  h 
at  37  with  4.5  units  of  alkaline  phosphatase,  type  III  (3.1 
units/lO  pi  in  2.5  M  (NH4)2S04).  After  heating  (5  min;  100  ^C)  and 
centrifugation,  the  supernatants  were  analyzed  by  means  of  HPLC;  they 
were  injected  as  such.  The  amount  of  nucleosides  was  measured 
spectrophotometrically  (<260nffl  *  >000  1 .mol'^ .cm*^ ) . 

11. 11. 7.  HPLC  conditions  for  nucleosides  and  alkylated 
nucleosides 

The  nucleosides  and  alkylated  nucleosides  were  injected  onto  HPLC. 

The  HPLC  equipment  consisted  of  two  pumps  (Beckman  114),  a  gradient 
mixer  (Becl^n  340),  a  gradient  controller  (Bookman  421),  a  Rheod3nne 
injector  with  a  500  pi  sample  loop,  an  ODS  Reverse-phase  column 
(Beckman;  250  x  16  mm;  5  pm  particles  RP  18),  a  UV-Vis  detector 
(Beckman  165  Variable  wavelength  detector  or  Pye  Unicam  LC-UV 
detector),  and  an  integrator  (Spectra  Physics  4100).  The  various 
compounds  were  separated  by  gradient  elution  of  the  column.  Buffer  A 
contained  25  mM  NH4HCO3,  pH  8,  whereas  buffer  B  contained  25  mM 
NH4HCO3  In  80%  methanol.  The  gradient  was  linear,  as  follows:  0-20Z  B 
from  0  to  20  min,  20X  B  from  20  to  25  min.  20-60X  B  from  25  to  45 
min.  The  flow  rate  was  1  ml/min  and  the  wavelength  at  which  the 
eluate  was  monitored  was  285  nm.  In  experiments  with  DNA  treated  with 
[^^Slmustard  gas,  the  eluate  was  collected  in  0.5  ml  fractions  in 
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6-ml  polyethylene  vials  (Packard)  with  a  fraction  collector 
(Pharmacia,  Frac-100).  Picofluor  30  (Packard;  4  ml)  was  added  and  the 
radioactivity  was  determined  in  a  scintillation  counter  (Mark  III, 
Packard,  Searle,  USA),  connected  with  a  tape  deck.  The  results  (cpm) 
were  recorded  on  a  tape,  and  the  disintegrations  per  minute  (dpm) 
were  calculated  by  external  channel -ratio  correction  on  the  computer 
(VAX).  The  elution  pattern  of  the  was  combined  with  the  UV- 
profile  to  locate  the  adduct  peaks  in  relation  to  the  unmodified 
degradation  products  of  DNA. 

11.12.  Detection  of  crosslinks  in  DNA  of  mustard  gas -treated 
mammalian  cells 

11. 12.1.  Cell  cultures 

Chinese  Hamster  Ovary  (ChO)  cells  were  cultured  in  monolayer  in  Ham's 
F-10  medium  (Flow  Laboratories,  Irvine.  UK),  supplemented  with  15X 
newborn  calf  serum  (NCS;  Flow).  NaHC03  (final  concentration:  14.3 
mM).  glutamine  (final  concentra-tion:  1  mM).  hypoxanthine  (final 
concentration  30  /iM).  penicillin  (final  concen-tration:  100  U/ml)  and 
streptomycin  (final  concentration  0.1  mg/ml),  in  a  humidified 
atmosphere  of  5X  CO2  in  air  at  37  ^C. 

11. 12. 2.  Survival  of  mustard  yas-treated  cultured  cells 

CHO  cells  were  cultured  in  monolayer  as  described  in  I I. 12.1  in  cell 
culture  flasks  (75  cm^;  Costar).  Cells  were  trypsinized  and 
resuspended  in  medium  (1000  cells/ml).  In  Petri  dishes  (Costar; 
diameter;  6  cm),  100  cells  were  incubated  in  3  ml  of  medium  for  4  h 
in  an  incubator  (37  °C:  SX  CO2)  to  become  attached  to  the  dishes. 
Subsequently,  the  medium  was  removed  ami  the  cells  vere  treated  with 
3  ml  of  a  mustard  gas  solution  (0.5-2. 5  |iM  mustard  gas  in  FlO-medium 
containing  20  mM  HEPES  and  IX  acetone)  for  20  min  at  37  *^C.  For  each 
mustard  gas  concentration,  six  dishes  were  used.  CHO-cells,  incubated 
with  only  F-10  medium  with  20  mM  HEPES  with  or  without  IX  acetone 
served  as  control.  After  exposure  to  mustard  gas  the  medium  was 
removed  and  the  cells  were  incubated  in  complete  FlO-medium  in  a  37 
’’C  incubator.  After  six  days  of  incubation,  the  cell  colonies  were 
stained  with  IX  methylene  blue  in  FlO-medium  for  2  h.  After  the 
removal  of  the  medium  the  dishes  were  dried  for  30  min  in  the  open 
air  and  then  washed  with  tap  water.  For  each  dish,  the  number  of 
colonies  was  determined  (only  colonies  consisting  of  more  than  50 
cells  were  counted).  Percentage  survival  was  calculated  on  the  basis 
of  the  relative  colony  count. 

11. 12. 3.  Detection  of  crosslinks  induced  bv  mustard  gas  in  DMA 

flf  .culturtd  ccllg 

Interstrand  ONA  DMA  crosslinks  were  detected  by  application  of  the 
alkaline  elution  technique,  which  was  performed  according  to  Shiloh 
et  al.  (88),  Van  der  Schans  et  ai.  (89)  and  Plooy  et  al.  (90),  With 
this  technique,  single-strand  DNA-breaks  can  be  detected  on  the  basis 
of  the  elution  of  alkaline  denaturated  DNA  through  membrane  filters. 
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The  presence  of  interstrand  crosslinks  results  in  a  lower  elution 
rate  (see  II. 12. 4).  CHO  cells  were  seeded  in  Petri  dishes  (Costar; 
diameter:  3  cm)  and  labelled  for  16  h  with  [ ] thjrmidine  (0.075 
/<Ci/ml;  each  Petri  dish  received  0.06  ml).  In  parallel  cultures  meant 
to  serve  as  controls  (to  check  the  method),  CHO  cells  were  seeded  in 
75-cm^  tissue  culture  flasks  and  labelled  for  16  h  with  [^HJthymidine 
(1.0  /iCi/ml;  0.25  ml  was  added  per  flask).  After  a  chase  period  of  1 
h  with  fresh  medium,  the  medium  was  removed.  For  20  min  the  [^^C]- 
labelled  CHO  cells  were  incubated  with  FlO-medium  without  NCS  con¬ 


taining  20  mM  HEPES,  IX  acetone  and  mustard  gas  at  concentrations 
varying  from  0-2.5  /iM.  After  treatment  with  mustard  gas,  the  dishes 
were  placed  on  ice  in  cold  complete  FlO-medium  (with  15X  NCS).  The 
cells  were  irradiated  with  0  or  4  Gy  ^^Co-y-rays  and  scraped  off  in 
ice-cold  medium.  Untreated  CHO  cells  prela^lled  with  [^HJthymidine 
were  scraped  off  and  to  each  dish  with  mustard  gas-treated  CHO  cells 
the  same  amount  of  untreated  cells  was  added.  The  mixed  cell 
suspension  in  each  dish  was  transferred  onto  a  polyvinyl  chloride 
membrane  filter  (Mlllipore;  25  mm,  2  /tm  pore  size),  which  already  had 
been  washed  with  ice-cold  PBS.  The  solvent  was  allowed  to  pass 
through  the  filter  by  gravity;  than  the  cells  were  lysed  by 
incubation  for  1  h  at  20  °C  in  3  ml  lysis  buffer  (0.2X  sarkosyl ,  2  M 
NaCl,  0.02  M  Na2EDTA,  pH  10,  and,  freshly  added,  0.5  mg/ml  of 
proteinase  K).  Following  lysis,  the  solution  was  removed  by  passage 
through  the  filter  by  gravity  and  the  filter  was  washed  once  with  3 
ml  of  0.02  M  Na2EDTA,  pH  10.  The  DNA  was  eluted  through  the  filter  by 
slow  pumping  (0.03  ml /min)  of  a  solution  containing  0,04  H  EDTA.  O.IX 
SDS  and  tetrapropylammonium  hydroxide  to  yield  a  pH  of  12.1.  Then 
2.7-ml  fractions  (-  90  min)  were  collected  in  scintillation  vials. 

The  solution  remaining  on  the  filter  was  pumped  at  high  speed  in 
fraction  10,  and  the  filter  itself  was  transferred  to  a  scintillation 
vial  and  incubated  for  1  h  at  70  °C  in  0.5  ml  of  1.0  H  HCl.  After 
cooling  to  room  temperature,  2  ml  of  0.4  M  NaOH  was  added.  The  filter 
holders  and  pump  lines  were  each  washed  four  times  with  2  ml  of  0.4  H 
NaOH.  which  was  collected  to  form  two  additional  fractions.  To  all 
scintillation  vials  14  ml  of  Picofluor  30  (Packard,  USA)  was  added 
and  the  radioactivity  was  counted  in  a  liquid  scintillation  counter 
(HARK  III,  Packard,  Searle,  USA),  using  a  double-label  programme. 
Elution  patterns  for  (‘^Cj  and  j^l  were  constructed  by  plotting  the 
logarithm  of  the  radioactivity  remaining  on  the  filter  as  a  function 
of  the  fraction  number.  The  logaritius  of  the  ratio  between  the 
fractions  of  { ^H] -radioactivity  and  | ^^C)-radioactivity  retained  on 
che  filter  at  fraction  9  served  as  a  SMasure  for  the  number  of 
single-strand  breaks  (SSB;  in  arbitrary  units)  in  each  sample.  The 
amounts  of  breaks  (in  arbitrary  units)  induced  by  che  irradiation  was 
calculated  from  the  averased  slope  over  the  fiist  five  fractions  of 
the  elution  pattern  of  [ thymidine -label led  irradiated  but 
untreated  cells,  from  which  the  slopes  of  the  unirradiated  untreated 
(^Hl-labelled  controls  were  subtracted  (Figure  2).  Prom  the  [^^C)- 
elution  pattern  the  amount  of  crosslinks  present  in  the  DNA  of  the 
mustard  gas-treated  ( -labelled  CHO-cells  was  calculated  according 
to  the  method  described  below.  In  this  method,  a  comparison  is  made 
between  the  elution  profiles  of  the  treated  and  untreated  irradiated 
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Figure  2.  Model  for  the  calculation  of  DMA  crosslinks  fros  the 

elution  pattern  obtained  by  the  alkaline  elution  laethod. 

The  relative  asount  of  radioactivity  reowining  on  the 
filter  (logarithaic  scale)  is  plotted  as  a  function  of 
fraction  nunber.  r.  elution  pattern  of  DMA  fron  the 
unirradiated,  untreated  control  cells:  R.  elution  pattern 
of  DMA  froB  the  irradiated,  untreated  calls;  e,  elution 
pattern  of  the  crosslinked  DMA  froB  irradiated  cells 
treated  with  Bustard  gas.  On  curve  R,  the  elution  voluao  is 
deterBined  at  vhlch  80. IX  of  the  radioactivity  (i.e..  80. IX 
of  the  DMA)  froB  the  untreated.  Irradiated  cells  has  passed 
through  the  filter  (Vq.s:  the  slope  of  line  R  is  a  aeasure 
of  the  nuaber  of  single^strand  breaks  induced  by  the 
radiation).  Next,  Cq.R  curve  e,  by  eatiaation 

of  the  proportion  of  DMA  eluted  at  this  voluae.  Co,g  is  a 
aeasure  for  the  average  nuaber  of  crosslinks,  which  if:  half 
the  nuaber  of  links  (x)  relative  to  the  average  nuaber  of 
radiation* induced  breaks  (p),  both  par  aolecula  of  single* 
stranded  DNA  with  aolecidar  weight  H,  as  is  described  in 
Appendix  A.  The  value  for  x/p  is  obtained  with  the  help  of 
curve  c  in  Appendix  A,  Figure  Al,  where  Cq.s  has  been 
plotted  as  a  function  of  x/p.  The  Cq  g  value  of  the 
crosslinked  saaplas  should  not  be  too  saall,  because  in 
that  case  the  detaraination  of  x/p  bacoaas  exceedingly 
inaccurate. 
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cells,  respectively.  The  reduction  in  the  amount  DNA  modified  by  DNA 
relative  to  that  of  the  untreated  DNA,  at  the  elution  volume  where 
80Z  of  the  latter  had  passed  the  filter,  is  a  measure  of  the  extent 
of  crosslinking  due  to  mustard  gas. 

II. 12. 4.  Calculation  of  the  number  of  interstrand  crosslinks  in 

PMA-flf .CHP:ceIlg 

Alkaline  elution  is  a  method  to  measure  the  amount  of  single-strand 
breaks  or  alkali-labile  sites  induced  by  alkylating  agents  or 
irradiation.  However,  this  method  is  also  suitable  for  the  detection 
of  interstrand  crosslinks.  When  interstrand  crosslinks  are  present  in 
DNA  that  contains  a  known  number  of  single-strand  breaks  (induced  by 
gamma  rays),  interconnected  single-stranded  DNA  fragments  will  not 
separate  upon  the  alkaline  deneturation,  which  results  in  a  slower 
elution  and  ii  a  seemingly  smaller  number  of  single-strand  breaks  as 
calculated  from  the  elution  rate  compared  to  untreated  DNA  with  the 
same  number  of  single-strand  breaks.  A  method  to  calculate  the  amount 
of  crosslinks  has  been  described  by  Van  der  Schans  et  al.  (91)  and  a 
modification  of  this  method  is  presented  in  Appendix  A  of  this 
report.  This  method  resulted  in  a  curve  (Figure  Al,  curve  c)  which 
was  used  for  the  calculation  of  the  amount  of  crosslinks.  From  this 
curve  the  ratio  x/p.  corresponding  to  the  experimentally  determined 
value  of  CQ.g  (see  Figure  2)  was  read;  x/p  is  the  ratio  between  the 
number  of  interstrand  links  (x)  and  the  nvusber  of  y-ray-induced 
single-sr.rand  breaks  (p),  both  per  unit  length  of  single -stranded 
ONA,  Because  p  had  been  derived  from  the  elution  pattern  found  for 
the  untreated  irradiated  cells  (see  above),  x  could  then  be  computed. 
The  numbe*'  of  crosslinks  for  the  saise  length  of  double -stranded  DNA 
amounts  to  x/2, 

11. 12. 3.  The  repair  of  mustard  |as  induced  crosslinks  in  CHQ 

filLU 

To  study  the  repair  of  crosslinks  induced  by  mustard  gas,  the  cells 
which  had  been  treated  with  mustard  gas  (as  described  in  11.12.3), 
were  incubated  in  fresh  F-tO  medium  with  15X  NGS  at  37  °C  for  0  to  4 
h  before  irradiation  to  allow  repair  processes  to  proceed.  After  the 
selected  incubation  time,  the  ceils  were  placed  on  ice  and  y- 
irradiated.  The  further  procedure  was  as  described  in  1 1. 12. 3  and 

11.12.4. 

II. 12. 6.  Detection  at  ecosallnks  induced  bv  mustard  yas  in  DMA 

of  huMfi  Whitt  liLwd  ctUi 

The  alkaline  elution  method  for  the  detection  of  mustard  gas-lndused 
interstrand  crosslinks  in  DNA  of  luiman  UBC  was  a  modification  of  the 
one  described  by  Schutte  et  al.  (92).  Venous  blood  was  collected  from 
volunteers  in  10  ml  evacuated  glass  tubes  containing  IS  mg  Na2B0TA. 
Portions  of  4  ml  of  total  blood  were  incubated  for  30  min  at  37 
with  mustard  gas  ar  various  concentrations  (O.S-10  pH  mustard  gas; 
final  acetone  concentration:  U).  lhitreat<^  blood  and  blood  incubated 
with  IX  acetone  only  served  as  controls.  Also  blood  of  f^r  Iranian 
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patients,  who  were  supposed  to  have  been  exposed  to  mustard  gas  in 
the  Iraniraq  War  three  weeks  earlier,  was  investigated,  evidently 
without  further  treatment.  In  the  first  experiments,  the  various 
blood  cells  (erythrocytes,  granulocytes,  lymphocytes)  were  separated 
by  centrifugation  through  a  Percoli -gradient  (Pharmacia,  Uppsala, 
Sweden).  The  blood  was  diluted  (1:1)  with  a  0.9X  NaCl  solution.  Four 
ml  of  diluted  blood  was  added  slowly  on  top  of  a  linear  Percoli - 
gradient  (d  -  1.055-1,110).  The  gradient  wa.<5  centrifuged  (20  min  at 
1.8  Kg:  4  °C).  The  plasma  layer  containing  thrombocytes  and  lipids 
was  removed,  and  the  lymphocytes  forming  a  broad  band  half-way  down 
and  the  granulocytes  banding  just  above  the  erythrocytes  pellet  were 
withdrawn  separately  by  pipetting.  The  cells  were  freed  from  Percoli 
by  dilution  and  washing  twice  with  PBS  and  resuspending  in  PBS.  In 
later  experiments,  total  UBC  were  isolated  by  lysis  of  the 
erythrocytes.  To  this  purpose,  the  blood  was  c.ooled  to  4  and 
diluted  with  three  volumes  of  freshly  prepared  ice-cold  lysis  buffer, 
containing  135  mM  NN4CI.  10  mM  KHCO3  and  0.1  mM  Na2EI>TA,  pK  7.4.  The 
blood  solutions  were  mixed  gently  and  after  10  min  of  lysis  of  the 
erythrocytes  the  blood  was  centrifuged  <15  min;  700  g;  4  ®C).  The  WBC 
were  washed  twice  with  RPHI-mediua  (RPHI1640,  GIBCO)  with  lOX  Foetal 
Calf  Serum  (FCS:  Flow)  and  finally  sus^nded  in  RPMl -medium  with  lOX 
FCS  to  a  final  concentration  of  1.8x10^  cells  per  ml  and  placed  on 
ice.  The  amount  of  WBC  was  counted  in  a  counting-chamber  by  light 
microscopy.  The  cells  were  irradiated  with  0  or  4  Gy  ^^Co  gamma  rays. 
Polycarbonate  membrane  filters  (Nuclepore  25  an.  5  pa  pore  size)  held 
in  funnels  were  washed  once  with  PBS  and  then  0.5  ml  of  a  solution  of 
0.2X  sarkosyl.  2  H  NaCl.  and  20  mM  NaaEDTA,  pH  10.  was  applied.  The 
WBC  suspension  (0.5  ml:  0.9  x  10^  cells)  was  transferred  to  the 
filters  and  incubated  for  10  mtn  to  induce  cell  lysis.  After  10  min 
the  solution  was  removed'  by  passage  through  the  filter  by  gravity. 

DNA  was  further  relessed  bv  treatment  for  I  h  at  20  in  3  ml  buffer 

(0.5X  SDS.  10  m  NaCl.  10  M  Tris-HCl,  10  M  Na2EDTA  and.  freshly 
added,  0,5  mg/ml  of  proteinase  K  to  remove  proteins  possibly 
croBslinked  to  DNA).  Following  this  treatment,  the  solution  was 
allowed  to  drip  through  the  filter  and  the  filter  was  washed  twice 
with  0,02  H  NajEDTA,  pH  10.  The  MiA  was  eluted  through  the  filter  by 
slow  pumping  (0,03  ml/min)  of  a  solution  containing  0.06  H  NaOH  and 
0.01  H  pH  12,6,  Six  4,5-ml  fractions  («  150  min)  were 

collected  in  glass  vials.  The  solution  then  remaining  on  the  filter 
was  pumped  at  high  speed  in  fraction  6.  Hie  filters  were  transferred 
to  vials  and  after  the  addition  of  4.5  ml  of  the  elution  buffer  they 
were  irradiated  with  100  Gy  of  ^”Co  gamma  rays.  All  fractions  were 
neutralised  with  a  buffer  containing  0.6  H  MsOM.  I  H  NaH2P0g,  4  M 
NaCl,  pH  7.4.  and  Hoechst  33258  (0,5  ag/l).  The  amount  of  MiA  In  the 
eluted  fractions  and  those  of  the  filters  as  measured 
fluorometrically  (excitstion;  370  nm;  emission:  430  iw)  in  a  Pye 
UnicM  LC-FL  detector.  The  background  buffer  contained  9  volumes  of 
the  elution  buffer  and  1.6  volumes  of  the  buffer  used  for  neu¬ 
tralisation.  Elution  patterns  were  constructed  by  plotting  the 
logarithm  of  the  fliwreecence  remaining  on  the  filter  as  a  function 
of  the  fraction  number.  The  untreated  blood  aamplea  and  the  blood 
samplea  treated  with  U  acetone,  both  irrwliated  with  4  Gy,  aerved  as 
the  controls  to  indicate  the  maximum  of  radiacion-indiwed  SSBs.  With 
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both  types  of  irradiated  controls,  straight  elution  curves  were 
obtained.  The  interstrand  crosslinks  induced  by  the  treatment  with 
njustard  gas  mask  part  of  the  SSBs  induced  by  the  4  Gy  irradiation, 
which  results  in  curved  elution  graphs.  From  the  graphs  the  amount  of 
interstrand  crosslinks  in  DNA  can  be  calculated  as  described  in 
I I. 12. 4  (see  also  ref.  91  and  Appendix  A). 

11.13.  Immunochemical  methods  for  the  detection  of  mustard 

gas  DMA 

11. 13.1.  Preparation  of_  a  polyclonal  antiserum  against  DNA 
treated  with  mustard  gas 

For  raising  an  antiserum  against  DSA  treated  with  mustard  gas,  an 
immunogen  was  prepared  by  the  treatment  of  double-stranded  calf- 
thymus  DNA  (ds-ct-DNA:  T  rag/ml)  or  single -stranded  calf-thymus  DNA 
(ss-ct-DNA;  I  mg/ml;  pr€jV‘.5ired  as  described  in  11,11. 1)  with  1  mH 
mustard  gas  in  1?^  acetone  for  45  min  at  37  The  DNA  was 
precipitated  with  0.1  volume  of  3  M  sodium  acetate,  1  «M  Na2EDTA,  pH 
f.’i,  and  2  volumes  of  lOQX  ethanol  cooled  at  -20  ®C.  After  collection 
of  tbo  DNA  with  a  glass  pipet  and  washing  In  SOX  ethanol,  the  DNA  was 
di4>’solved  in  PBS  to  a  concentration  of  I  mg/nl  and  sonicated  for  30 
s.  The  ss-ct-DNA  and  da-ct-DNA  with  mustard  gas  (ss-ct-DNA-HD  and  ds- 
ct-CsNA-HD)  were  coupled  to  a  carrier  protein,  l.e.,  methylated  bovine 
serum  allHimin  (1  mg  compl ex/ml  PBS).  Rabbits  were  imnunized 
intracutaneously  with  250  pg  complex  of  ds^ct-DNA-HD  in  complete 
Freund's  Adjuvant  and  boostered  once  with  ds*ct-DNA-HD  in  complete 
Freund's  Adjuvant  (after  4  w?6ka),  once  with  ds-ct-DNA-HD  in 
incomplete  Freund's  Adjuvant  (after  S  weeks)  and  once  with  ss-ct-DNA- 
HD  in  incomplete  Freuiid's  Adjuvant  (after  14  weeks).  Three  weeks 
after  the  Isst  booster,  the  blood  of  the  rabbits  was  collected  and 
the  serum  was  isolated,  which  was  stored  at  -70 

11.13.2.  Iiainftttny  with  a  polycloMl  anKiierui;  Entyie'UnKtd 
limoiQrbtat  Aany  (ELISA) 

Direct  and  coaaetltlve  EUSA 

Nicrotiter  platea  (96  wells:  polyvinyl  chloride:  Costar)  were 
pi'^coated  with  poly>L>lysin«  (50  pi  of  10  Mg/ol  P65  per  well: 
overnight  sf  4  t>c)  and  waslied  once  with  PBS.  The  wells  were  coated 
overni|hi  at  37  *^*0  with  sa-ct-ONA  (50  pi  of  1  pg/mt  in  PBS  per  well), 
treated  with  10  pH  mustard  gas  <1  h:  37  **C}  or  with  Utttreated  ss-ct- 
DNA  (the  latter  only  in  controls  for  aspecific  binding  in  the  direct 
ELISA)  and  wathed  three  times  with  0.05X  Tween  20.  After  the  coating 
with  MIA.  the  plates  were  incubated  with  50  pi  (tn  later  experiments 
100  pi)  PBS  containing  0,5X  gelatin/eel I  for  60  min  at  37  and 
wash^  again  with  0.05X  Tween  20.  Antiserum  dilutions  (direct  ELISA) 
or  competition  mixtures  (competlttye  ELISA)  in  PBS  containing  0.05X 
Tween  20  end  0. IX  gelatin  were  incubated  in  the  wells  in  duplicate 
for  40  min  et  37  The  competition  mixtures  contained  various 

amounts  of  iidiibitor  DNA  (ss-ct-DNA-HD  or  ss-et-DNA)  in  tha  range  of 
0.1-10.000  ng/ml  and  the  appropriate  amount  of  polyclonal  serum 
(final  dilution  1:40.000).  As  controls,  incubations  without  both  the 
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antiserum  and  the  competitor  DNA  were  done,  and  for  the  maximal 
response  incubations  were  done  with  the  antiserum  but  without 
competitor  DNA  (lOOX  point).  The  competition  mixtures  were 
preincubated  for  30  min  at  room  temperature.  The  plates  were  washed  3 
times  with  PBS  containing  0.5X  Tween  20  and  50  of  conjugated 
second  antibody  (goat-anti>rabbit-IgG-alkaline  phosphatase;  1:1000 
dilated  in  PBS  containing  0.5*  gelatin,  5*  PCS  and  0.05*  Tween  20) 
was  added,  followed  by  incubation  for  40  min  at  37  °C.  The  wells  were 
washed  three  times  with  PBS  containing  0.05*  Tween  20  and  once  with 
0.1  M  dieth-anolamine ,  pH  9.8.  As  substrate  for  alkaline  phosphatase  a 
solution  of  4-methylumbelliferyl  phosphate  (HUP;  0.2  mM  in  10  mM 
diethanolamine,  pH  9.8,  1  mM  MgCl2)  or  4-nitrophenyl  phosphate  (PNP; 

1  mg/ml  in  10  mM  diethanolamine,  pH  9.8,  1  mM  MgCl2)  was  added.  With 
MUP,  a  fluorescent  product  is  formed,  and  with  PNP,  a  colored 
product.  In  the  competitive  ELISA,  incubation  was  continued  until  30* 
of  the  highest  detectable  level  of  the  fluorescence  in  the  sample 
without  Inhibitor  DNA  (the  100*  point)  was  reached.  In  the  direct 
ELISA  tho  absorbance  or  fluorescence  was  read  after  1-2  h  of 
incubation.  The  fluorescence  (excitation:  355  nm;  emission:  480  nm) 
was  recorded  with  a  Fluofoskan  (Eflab,  Finland)  and  the  absorbance  at 
405  nm  with  a  Titertek  Multiskan  (Flow).  The  data  of  the  competitive 
ELISA  (only  the  fluorometric  detection  was  applied)  were  recorded  on 
a  tape  deck  and  the  amount  of  inliibition  was  calculated  by  computer 
(VAX)  according  to 

fluerue«net|MBpU  '  fluortaotHtoebtckarbuiui  ^  ' 

t  inhibition  *  (t  - - - - - — — ^ >  t  iOOt 

(lueronenneciQOf  point  ’  Ww>f*M«PC0bjujlnrouB(l 

M.13.3.  Preparation  of  DMA  from  blood  treated  with  mustard  gas 

tor  tht  coawiittlYft  SLISA 

Various  isolatlnn  procedures  were  carried  out  to  obtain  DNA  from 
mustard  gaa-treated  blood  ceila  with  an  optimal  acceasiblllty  of  tha 
DNA«damag«  for  th«  antibodies.  All  procedures  were  applied  on  WbC 
isolated  from  blood  (as  described  in  II. 11. 3)  which  hiul  been  treated 
with  mustard  gas  (0.1  or  1  mH  in  IX  acetone)  for  45  min  at  37  ^C. 

Treatment  with  ^Ikalt 

A  UBC  suspana ion  (0.15  ml;  3.10^  cells)  in  PBS  was  added  to  0.8  ml 
"alkali*  aoluticm  (1.3  N  NaCl,  adjuated  to  pH  12.1  with  I  M  NaOH)  and 
tha  mixture  was  incubstad  for  30  min  at  room  temperature.  The 
aolaiion  was  sonicated  for  20  s  to  prevent  annealing  of  tlie  IHiA- 
atranda,  and,  aubsaqusntly .  nautraliaed  with  0.15  ml  250  mM  KH^PO^. 
Finally.  0.1  ml  0.2X  SOS  in  PBS  was  added  to  prevent  adsorption  to 
the  walla  of  the  tubes.  These  sa«plea  were  used  in  a  eM^)atltive 
BLISA. 

Trmmtimmnt  with  2X  SSC/PO* 

VBC  auapenslon  (0.1  ml;  2.10^  eella)  in  PBS  was  treated  with  0.3  ml 
SSC/formsmida  solution,  resulting  in  a  final  concantration  of  2x  S8C 
(0.3  N  NaCl,  0.03  H  sodium  citrate)  and  70S  formamide.  The  solution 
was  incubated  for  30  min  at  56  %  and  then  directly  aonieated  for 
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10  s.  A  0.05X  SDS  solution  (0.1  ml)  was  added.  The  samples  were  used 
directly  in  the  competitive  ELISA  on  the  same  day. 

Isolation  o£  CM  p-henol-extragtion  ethanol  -precipitation 
DNA  was  isolated  from  the  WBC  as  described  in  11.11.4  and  finally 
dissolved  in  either  0.01  M  Trls  and  1  mM  EDTA  or  PBS.  The  DNA 
concentration  was  measured  spectrophotometrlcally  or  fluorometrlcally 
as  described  I I. 11. 5.  Parallel  to  these  treatments  to  isolate  DNA 
from  WBC,  ss-  and  ds-ct-DNA-HD  were  treated  in  the  same  way  to  study 
the  influence  of  the  treatment  on  the  outcome  of  the  ELISA.  Also  DNA 
was  Isolated  from  WBC  and  afterwards  treated  with  mustard  gas  to 
compare  these  samples  with  ds-  and  ss-ct-DNA-HD. 

II. 13. 4.  Detection  of  single -strandedness  in  a  competitive 
ELISA 

The  DNA  from  WBC  treated  with  mustard  gas,  which  had  been  isolated 
with  any  of  the  procedures  described  in  11.13.3,  was  tested  on 
single -strandedness  in  a  competitive  ELISA  (93).  The  96-well 
microtiter  plates  (polyvinyl  chloride;  Coster)  were  precoated  with  50 
/«1  poly-L-lyslne  (1  ^g/ml;  overnight  ct  4  °C)  In  PBS  and  washed  once 
with  PBS.  The  wells  were  coated  ovemi.5ht  At  37  °C  with  SO  /<!  of  a  1 
Mg./ml  ds-ct-DNA  solution  which  had  been  treated  with  0.8X  OsO^  for  10 
min.  at  55  ^C  and  washed  three  times  with  O.OSZ  Tween  20.  The 
modification  of  the  aingle-atraiiKted  coating-DNA  by  OsO^  was  requited 
in  order  to  decrease  the  affinity  of  the  DIB  antibodies  for  the 
coating  material ,  thus  preventing  transfer  of  DIB  antibodies 
originally  bound  to  the  competitor  DNA  to  the  iamobJlised  antigen 
(93).  After  the  coating  with  DNA.  tha  platea  were  incubated  with  PBS 
containing  IX  PCS  (1  h.  37  °C)  and  waahad  three  times  with  0.05X 
Tween  20.  The  competitor  DNA  (1H(A  from  the  WBC  created  with  muatard 
gas)  waa  heated  for  3  min  at  56  diluted  in  PB3  containing  O.OIX 
SDS  (0. 01*10  ng/well)  and  preincubated  (1:1)  with  monoslonel  antibody 
DIB  (1:1000  diluted  in  PBS  containing  O.OIX  SDS  and  O.U  PCS),  which 
recognisas  single -atranded  DNA.  for  30  ipln  at  room  lemperatura.  A 
portion  of  thin  competition  mixture  (50  gl)  warn  transferred  to  the 
aierotiter  plate  and  incubated  for  40  min  at  37  °C.  The  plates  were 
washed  three  times  with  0.05X  Tween  20.  The  conjugated  second 
antibody  (50  gl),  i.e,,  goat-anti -mouse* Ig-alkallne  phosphatase 
(diluted  1:1000  in  PBS  containing  0.05X  TWean  20  and  BX  PCS),  was 
added  end  incubated  for  40  min  at  37  °C.  The  welle  were  washed  three 
times  with  PBS  Containing  0.05X  Tween  20  end  once  with  O.l  H 
diethanolsMine,  pH  9.9.  As  sutetrate  for  alkallM  phosphatase  a 
solution  of  4*«ethyluabelliferyl  i^a^te  (0.2  iH  in  10  aK 
diethanolamine,  pH  9.8.  1  mH  HsGl2)  was  add^  and  Incubated  for  2  h 
at  37  The  fluorescence  was  reeordaa  and  the  pereantage  lidiibitlon 
was  calculated,  using  the  backgroimd  fluoraaeance  and  tha 
fluoreseenea  of  the  aample  without  cos^titor  DMA  (lOOX  point),  ee 
described  in  It. 13.2. 


II. 13. 3.  CoupllnE  of  N7“(2"-hvdroxvethvlthloethyl)-guanosine- 
5* -phosphate  and  guanosine-5' -phosphate  to  carrier 

Keyhole  limpet  hemocyanin  (KLH)  and  bovine  senin  albumin  (BSA)  were 
dialyzed  against  PBS  (4  ®C,  16  h),  and  DV  spectra  were  taken.  N7-(2"- 
hydroxyethylthioethyl)-5'-monophosphate-guanosine  (GMP-7-HD;  10  ^unol; 
see  1 1. 6.1)  or  guanosine  3 * -monophosphate  (GMP;  10  /unol)  were 
dissolved  in  water,,  containing  10  /mol  NaI04.  The  final  volume  was 
300  fil .  The  solution  was  shaken  for  20  min  in  the  dark  at  room 
temperature.  Ethylene  glycol  (lOOZ;  10  (tl)  was  added  to  inactivate 
NalO^.  The  solution  was  incubated  for  10  min.  The  GMP-7-HD-  and  the 
GMP-solutions  were  added  to  the  proteins,  either  KLH  or  BSA,  in  the 
ratio  1:1,  1:10,  1:23  and  1:100  (w/w.  nucleotide/protein).  Sodium 
carbonate  (0.2  M)  was  added  to  adjust  the  pH  to  8.  The  solutions  were 
incubated  for  2  h  in  the  dark  at  room  temperature.  In  this  way  the 
carrier  protein  was  coupled  to  the  adduct.  The  resulting  instable 
sugar  ring  structure  was  stabilized  by  reduction  with  0.1  H  aqueous 
NaBH4,  in  equimolar  amounts  with  respect  to  GMP-7-HD  or  GMP.  The 
solutions  were  again  incubated  for  2  h  at  room  temperature  and 
finally  dialyzed  against  PBS  (4  16  h).  UV  spectra  were  taken  to 

check  the  coupling. 

11. 13. 6.  Coualina  of  N7- f 2" -l^ydroxyethvl thioethyl)- guanos ine- 
5»-i)hQSi>hate  (GMP.7-HD)  to  KLH  with  EDC 

KLH  was  dialyzed  against  0.125  M  N-methyl imidazole.  pH  6.  KLH  was 
added  to  3  samples  of  GMP-7*HD  in  0.5  M  N>methylimidazole,  pH  6  (100 
mol  GMP-7-HD/mol  KLH,  i.e.,  0.67  nmol  GMP-7-HD/ag  KLH).  The  final 
volume  of  each  saf^tle  was  413  m)  .  While  the  sample  was  slowly 
vortexed.  a  solution  of  EDC  {l-O-dimethyloaainopropyD-S' 
ethylcarbodiimide)  in  0.5  M  H-methyl imidazole,  6,  was  dropwise 
added  to  eaeh  of  the  samples  up  to  a  ratio  of  50,  100  or  250  mol 
EDC/lmol  (MP<7>HD.  The  solutions  were  shaken  slowly  for  45  min  at  room 
temperature  and  dialysed  against  PBS  (4  16  h).  UV  spectra  were 

taken  to  check  the  coupling. 

11.13.7.  Monoclonal  antibodies 

Eight  mice  (female  BALB/c,  14  weeks  old)  were  immunised 
intraperitoneally  (ip)  with  SO  eg  of  icaunogen  (GifP*7‘IU>*KLH, 
described  in  II. 13. 6)  preelpttati^  <mto  alum,  and  also  et^cutmeously 
(sc)  with  50  ^  of  the  same  immunogen  in  coa^ete  Freund's  Adjtnrant 
in  the  foot  pad  sole  of  the  foot  (25  es  in  both  soles  of  the  hind 
legs).  Pour  mice  were  immutised  with  the  immunogen  of  KLH  coupled 
with  50  mol  BDC/mol  0(P>7>KD  and  four  mice  with  KLH  rea*nwt  with  100 
mol  EDC/mol  OIP'Z-HD.  After  eiilit  days  Uood  samples  of  ail  the  mice 
were  taken  to  teat  the  senM  for  antibody  response  aipiinst  sa*«ct-0liA 
treated  with  10  sM  mustard  gas  in  a  direct  B.1SA.  The  mmuie  with  the 
serum  showing  tlw  best  response  against  mustard  gas>treated  SNA  was 
chosen  for  isolation  of  tite  cells  idiich  shotdd  be  used  for  fusion.  At 
four  weeks  i^ter  the  immunisation  all  id.ce  were  boostered,  ip,  with 
50  Mi  of  iamunogan  without  alum  and  sc  in  the  sole  of  the  foot  with 
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50  ftg  of  immunogen  in  incomplete  Freund's  Adjuvant.  On  the  fourth  day 
after  the  booster  injection,  both  spleen  cells  and  lymph-node  cells 
of  one  mouse  were  isolated  for  fusion  with  SP2/0  plasmacytoma  cells. 
Also  a  blood  sample  was  taken  from  this  mouse  to  test  the  serum  for 
antibody  response.  The  SP2/0  plasmacytoma  cells  were  grown  in 
RPMI 1640-medium  (GIBCO),  supplemented  with  lOX  FCS,  soditim  pyruvate 
(final  concentration:  1  mH),  glutamine  (final  concentration:  1  mH), 
penicillin  (final  concentration:  100  U/ml),  streptomycin  (final 
concentration:  0.1  mg/ml)  and  fi-mercaptoethanol  (final  concentration: 
50  mM).  Spleen  cells,  lymph-node  cells  and  SP2/0  cells  were  washed 
twice  in  RPMI -medium  without  serum.  Then,  1.10^  spleen  cells  were 
added  to  2.10^  SP2/0  cells  and  4.10^  lymph-node  cells  were  added  to 
9.10^  SP2/0  cells  and  centrifuged  (20  min  at  10-20  g>.  The 
supernatant  was  removed  and  the  cells  were  exposed  to  fusion 
conditions  by  brief  consecutive  incubations  of  a  mixture  of  these 
cells  in  41X  and  2SX  poly(ethylene  glycol)  (PEG  4000)  as  follows.  The 
cell  pellets  were  resuspended  for  11  min  in  0.5  ml  of  a  41X  PEG 
solution,  then  0.5  ml  of  a  2SX  PEG  solution  was  added  and  shaken 
slowly  for  1  min.  RPMI  medium  without  serum  (4  ml)  was  added  twice 
and  the  cell  suspension  was  shaken  slowly  for  2  min.  The  cell 
suspension  was  incubated  for  15-30  min  at  room  temperature  and  then 
centrifuged  (20  min  at  10-20  g).  The  supernatant  was  removed  and  the 
pellet  resuspended  in  RPMI  medium  with  lOX  FCS.  The  cells  were  seeded 
in  75-cm^  culture  flasks  and  incubated  overnight.  After  24  h  of 
incubation  the  cells  were  centrifuged  (20  min  at  10  g)  and  the  cells 
were  resuspended  in  30  ml  of  complete  RPMI  medium  with  lOX  FCS  (the 
same  medium  as  used  for  SP2/0  cells)  supplemented  with  HAT  medium, 
i.e.:  hypoxanthine  (final  concentration:  0.1  mM),  thymidine  (final 
concentration:  16  mM)  and  aminopterine  (final  concentration:  0.4  /uM), 
In  this  HAT  medium  hybridomas  are  selected  because  they  can  grow  in 
this  medium  whereas  SP2/0  cells  do  not  survive,  and  ly^ph-node  cells 
and  spleen  cells  cannot  be  cultured.  The  cells  were  seeded  in  96-vell 
polystyrene  plates  (COSTAR)  In  idiieh  macrophages  of  mice  had  been 
seeded  as  feeder  layer,  two  days  before  the  fusion  (S.IO^  macroi^iages 
per  well  In  HAT  medium),  ftybrid  cells  were  cultured  and  refreshed  in 
this  selective  HAT  medium  and  their  supernatants  were  screened  for 
specific  antibody  production  in  a  direct  BLISA  and  In  a  eell-BLISA 
(as  described  In  XI. 13. 9).  Cells  producing  specific  antibodies 
against  ss-et-CHA  Created  with  mustard  gas  were  recloned  twice  ^ 
limiting  dilution  as  described  in  11.13. 8. 

II. 13. 8.  Qonlng  Qf  tgrbrldiMMi  by  liattiag  dilMtlBn 

Cells  of  the  fusion  mixture  prochtcing  specific  antibodies  against  ss- 
ct-MiA  treated  idth  mustard  gas  were  counted  by  light  mleroaeof^  and 
diluted  in  HAT  medium  to  a  concentration  of  50.  10  and  5  cella,^. 

Per  well  of  96-well  idates  which  sdready  ceatalhed  macrophages,  0.1 
ad  of  one  of  these  solutions  was  added  resulting  in  5,  1  and  0.5 
eell/uell.  The  ^ates  were  iaeti^ted  for  eight  days  without 
refreshing  tlM  medium.  Then  the  amount  of  clones  per  well  ims 
counted.  The  supematmnta  of  wells  with  only  one  cIom  were  tested 
for  specific  antiboity  activity  against  ss-et-OMA  treated  with  mustard 
gas.  Cloiiss  showing  a  positive  result  were  reclened  once  again  by 
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limiting  dilution  to  make  sure  that  monoclonal  antibodies  would  be 
obtained . 


The  supernatants  of  the  hybridomas  were  screened  in  a  direct  ELISA 
(see  section  I I. 13. 2).  There  were  a  few  modifications.  As  coating 
ONA,  ss-ct-DNA  treated  with  10  fM  mustard  gas  was  used  next  to 
untreated  ss-ct-DNA.  During  the  first  screening  of  the  96-well 
plates,  an  aliquot  of  50  ^1  of  the  undiluted  supernatant  was 
transferred  to  the  ELISA-plates.  In  later  stages,  the  cells  were 
seeded  in  24-  or  6-well  plates  or  in  culture  flasks,  and  the 
supernatants  were  diluted  1:10  for  screening.  Goat -anti -mouse -Ig- 
alkaline  phosphatase  (1:500  diluted)  was  used  as  a  second  antibody 
with  4-nitrophenyl  phosphate  as  a  substrate  for  this  enzyme. 


II. 13. 9. 2. 


WTTn?  rzH  a  f-f 


Antibody -saturated  supernatants  of  the  hybridomas  or  purified 
monoclonal  antibodies  were  tested  in  a  competitive  ELISA  as  described 
in  section  II. 13. 2.  There  were  a  few  modifications.  The  supernatants 
of  the  hybridomas  were  diluted  1:1,000  in  PBS  containing  0.05Z  Tween 
20  and  O.IX  gelatin.  The  purified  monoclonal  antibodies  were  diluted 
in  PBS  containing  O.OSX  Tween  20  and  O.IX  gelatin;  the  extent  of 
dilution  was  chosen  such  that  30X  of  the  highest  detectable  level  of 
the  fluorescence  was  reached  after  2  h  of  incubation  for  the  sample 
without  inhibitor  IMA  (the  lOOX  point). 


II. 13. 9. 3.  Cill-BUSA 


For  immunofluorescence  mierosco|^  specific  uitibodles  are  needed  that 
perform  well  under  tlM  conditions  of  this  type  of  microscopy;  the 
cell-BLISA  was  developed  to  screen  monpclonel  antibodies  for  this 
use.  The  principles  of  this  tost  are  that  the  wells  of  a  96-woll 
microtiter  plate  are  coated  with  HBC  that  have  been  treated  with 
mustard  gas.  Next,  these  cells  are  treated  in  the  same  way  as  should 
occur  during  preparation  for  imaiunofluorescenee  miorosoopy.  The  test 
is  performed  as  follows.  The  96>well  microtiter  plates  are  precoated 
with  poly*L*lysine  (10  pg/hl.  overnight  at  4  ^C)  and  washed  once  with 
PBS.  The  cells  used  for  the  coating  are  WBC,  isolated  from  Iniaan 
blood  tdtieh  was  treated  with  I  iM  mustard  gas  (43  min  at  37  ^),  or 
with  untreated  VBC.  After  washing  of  the  WC,  they  are  resuspendwl  In 
freshly  prepared  70X  ethanol.  The  wells  are  coated  with  40  hi  UK 
(1.10”  eells/kd.  in  701  ethanol).  The  plates  are  drl^  overhLi^t  at 
room  tei^Mrature.  When  the  plates  are  dry ^  SO  jsl  of  Iqfdration  buffer 
(SO  aM  Tris-HCl,  1  H  pH  7.2.  and  3  ml  Triton  X*  100/1)  is  added 
and  the  ^ates  are  gently  shaken  for  30  min  at  iraom  te^^rature. 

After  washing  three  times  with  TBS  (20  M  Trls*HCl.  ISO  aM  Kad.  pH 
7.4),  per  well  SO  pi  RMAse  A  (0.1  mg/iU.  In  nS)  tfe  added  «id  the 
plates  are  Inoubated  for  40  at  37  After  washing  with  ns  the 
cells  are  Incubated  with  SO  pi  2x8SC/70X  fonamlde  (as  itoacrlbed  In 


II. 13. 3)  for  15  fflln  at  56  °C.  Next,  the  plates  are  washed  for  2  min 
with  70X,  90X  and  96X  ethanol,  and  are  air-dried  for  60  min  at  37  °C. 
Proteins  are  digested  by  incubating  the  preparations  with  50  pi 
proteinase  K  (1  pg/ml  in  20  mM  Tris-HCl,  2  mM  CaCl2,  pH  7.4;  10  min; 
37  °C)  and  afterwards  the  plates  are  washed  with  TBS.  From  here  on, 
the  ELISA  is  carried  out  exactly  as  described  for  the  direct  ELISA 
(see  II. 13. 9.1),  except  for  TBS  instead  of  PBS. 

11.13.9.4.  Ig-subclass  identification  of  the  monoclonal 

antifegdlfig 

The  Ig-subclass  is  determined  with  an  ELISA  that  is  almost  the  sane 
as  the  direct  ELISA  described  in  II. 13. 9.1.  The  main  variations 
relate  to  the  second  antibodies  that  are  used.  These  are  rabbit -anti - 
mouse  antibodies  which  are  (sub)clas8-specific  (IgH,  IgGl,  IgG2a, 
IgG2b,  IgG3,  a  and  X;  1:500  diluted).  These  antibodies  are  detected 
with  a  third  antlsenim,  viz.,  goat-anti-rabbit- IgG-alkaline 
phosphatase  as  described  in  I I. 13. 2. 

11.13.10.  Purification  of  monoclonal  antlbodlea  with  a  protein  A 

After  cloning  twice  limiting  dilution  (see  section  11.13.8)  ten 
monoclonal  cell  cultures  were  obtained  that  produced  antibodies. 

Cells  were  grown  for  two  weeks  without  refreshing  the  medium,  and  100 
ml  of  the  antibody-saturated  supernatant  was  collected.  The 
supernatants  trere  centrifuged  (20  min;  700  g)  to  remove  cell  debris. 
The  supernatants  were  placed  on  ice  and  stirred,  while  a  lOOX 
saturated  ((W4)2S04  solution  was  dripped  slowly  into  the  solution  to 
precipitate  proteina.  The  solutions  were  placed  overnight  at  4  for 
complete  precipitation  and  the  next  day  t)My  wre  centrifuged  (30 
min:  13,600  g;  4/’C),  The  supernatants  were  discardsd  and  the  pellets 
were  dissolved  in  a  small  volume  (4-6  ml)  PBS  and  dialysed  ovemii^t 
against  PBS  at  4  °C.  The  dialysates  were  centrifuged  (20  min;  400  g: 

4  <>0  to  remove  precipitates.  The  monoclonal  antibodies  in  the 
supernatant  were  purified  by  chromatography  over  a  protein  A  column 
(Pharmmcia;  7.5  x  1  cm).  The  columns  were  washed  with  30  id  binding 
buffer  (l.S  N  glycine,  3  M  NaCl,  pH  8.9).  The  monoclonal  antibody 
solution  was  diluted  1:1  with  this  buffer  and  the  column  was  loaded 
(6  drops/MLn).  After  loading,  the  column  was  washed  with  the  binding 
buffer  until  A28O  nm  ***  ^***  xHan  0.1,  The  eluata  was  collected  in 
1-ml  fractions.  The  protein-containing  fractions  were  pooled  to  be 
tested  for  anti-tOl-adduct  activity.  Then,  the  antibodies  were  eluted 
from  the  column  with  0.1  If  sodium  citrate  pH  4.7^  loitil 

^280  ns  below  0.1.  Afterwainis,  the  column  was  regenerated  with  30 
ml  of  0.1  M  Tris-HCl,  0.3  M  NaCl,  pH  8.3.  and  with  30  ml  0.1  M  sodltsi 
acetate,  0.3  if  Had,  pH  4;3,  The  fractions  containing  the  aonoclonsl 
antibodies  were  pooled  and  dialysed  overnight  against  ^  (4  ^C).  IJm 
volume  of  the  mMioclendL  antibo^  solution  was  re^ed  by  dialysing 
against  a  solution  of  PIC  20,000  (3:7,  w/y  in  P88}  for  4-5  h  ^  then 
the  solution  wes  dialysed  against  PIS  for  48  h  at  4  Samides  were 
taken  apart  at  each  purification  step  for  testing  antibody  activity. 


The  protein  content  of  the  monoclonal  antibodies  was  determined  by  a 
Bio-Rad  protein  assay,  as  described  in  11.13.11. 

11.13.11.  Bio-Rad  assay  for  protein  content 

Bovine  senim  albumin  (BSA)  was  diluted  in  distilled  water  to  a 
concentration  of  100,  75,  50,  25,  10,  5  and  1  ng/al  to  be  used  for  a 
calibration  curve.  The  protein  solutions  to  be  tested  were  diluted  in 
distilled  water  to  fall  within  this  range.  Wells  of  a  96-well 
polystyrene  plate  were  filled  with  100  /il  BSA-  or  protein  solution  in 
duplicate.  The  Bio-Rad  agent  (Bio-Rad  protein  assay;  dry  reagent 
concentrate;  Bio-Rad  Laboratories  GmM)  was  diluted  in  distilled 
water  (4:6,  y/v)  and  100  pi  was  added  to  the  wells.  The  plate  was 
incubated  for  20-30  min  at  room  temperature  and  the  absorbance  was 
measured  with  a  Titertek  Multiskan  (Flow)  at  580  nm.  The  protein 
concentration  of  the  monoclonal  antibody  solutions  was  calculated  by 
using  the  BSA- calibration  curve. 

11.13.12.  Tmmitnoflunreaeenee  microscopy  for  the  detection 
of  mustard  sas-lndunad  adducf  PHA  in  hii—n 
skin 

Human  skin  resulting  from  cosmetic  surgery  was  exposed  to  sir 
saturated  with  mustard  gas  vapor  at  30  °C  for  0,  2.  4,  6  or  10  min 
and  cryostat  sections  were  subjected  to  an  imaunostaining  procedure. 
Sections  (5  pm  thickness)  were  fixed  on  aminoalkylsilane-precoated 
slides,  stored  at  -20  and  thawed  Just  before  immunochemical 
staining.  They  were  washed  with  TBS  (20  aUl  Trls-HCl.  150  oM  NaCl,  pH 
7.4)  and  treated  with  RNase,  followed  exposure  to  70X  formamide  in 
0.3  M  NaCl,  0.02  N  sodium  citrate  for  15  min  at  52  *^0  to  denature  the 
DNA,  and  to  lOS  formaldehyde  to  prevent  rewinding.  After  treatment 
with  proteinase  K,  washing  and  incubation  with  TBS  containing  0.5Z 
gelatin  (to  prevent  aspecific  antibody  binding),  slides  were 
incubated  with  2F8  antibodies  followed  \sy  the  fluorescent  "second* 
antibody,  i.e.,  fluorecein-labelled  "goat •anti -mouse*  XgC  (FITC-GaH), 
counterstained  with  propidium  iodide  and  mounted*  The  equipment  used 
to  examine  the  fluoreaoence  of  the  preparations  comprised  a  laaer 
scanning  microscope  (L8N-41,  Zeiss,  flC)  interfaced  to  a  Microduteh 
100  worlwtation  (Schreiner.  Netherlands).  The  overall  proce<hire 
requires  the  recording  of  twin  images,  vis.,  first  the  fluorescence 
of  FITC-GoN,  then  the  fluorescence  from  propidium  iodide,  «diieh 
serves  to  Idealise  the  nuclei  in  the  image. 

11.14.  P^tribution  of  radloaeclvlty  in  hloOd  traatad  with 

KLood  of  hiaan  voltmtaars  (10  id)  wea  eolleoted  in  evacuated  glass 
tubes  cMitaining  IS  mg  lla2nTA.  The  blood  was  treated  with  0.1  or  1 
SN  {^Hlimustard  gas  (same  batch  as  described  in  section  11.11.2)  for 
45  min  at  37 /H).  The  serum  was  collecMd  as  daacribad  in  tl. 11. 3  and 
the  Ucod  calla  were  tMshad  three  times  with  PB8.  The  m^Mmataskts  of 
these  washing  stepa  were  added  to  the  aarum  fraction,  the  hiHi^obin 
MS  collected  efter  lyais  of  the  erythrocytes  as  daacribad  in  XI.  11.3 
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and  the  WBC  were  washed  three  times  with  PBS.  The  supernatants  of 
these  washing  steps  were  added  to  the  hemoglobin  fraction.  The  serum 
proteins  were  collected  by  precipitation  in  10  mM  HCl  in  99X  acetone 
(-20  °C)  and  centrifugation  (15  min,  400  g).  The  precipitate  was 
dissolved  in  distilled  water  and  the  precipitation  step  was  repeated. 
The  supernatants  of  both  precipitations  were  combined.  The  proteins 
were  dissolved  in  distilled  water.  The  globin  was  precipitated  from 
the  hemoglobin-solution  according  to  the  same  procedure  as  used  to 
isolate  the  serum  proteins.  The  DNA  was  isolated  from  the  UBC  as 
described  in  II. 11. 4.  The  radioactivity  was  determined  in  a 
scintillation  counter  as  described  in  II. 11. 7  in  100  /tl  samples  of 
each  of  the  fractions  obtained.  The  radioactivity  present  in  the 
different  fractions  was  expressed  as  the  percentage  of  the 
radioactivity  measured  in  whole  blood. 

II. IS.  Identification  of  reaction  products  of  mustard  ^aa  in 
proteins  of  erythrocytes 

ii.is.i.  iBolatiOB  of  luMOBiobin  froii  Imimh  MofMl 

Blood  of  human  volunteers  (10  ml)  was  collected  in  evacuated  glass 
tubes,  containing  15  mg  Na2EDTA.  The  blood  was  centrifuged  (15  min; 
400  g;  4  °C)  and  the  serum  was  discarded.  The  cells  were  washed  twice 
with  PBS  and  finally  resuspended  in  PBS.  The  erythrocytes  were  lysed 
with  three  volumes  of  lysis  buffer  as  described  In  II. 11. 3.  The 
solution  was  centrifuged  (IS  min;  400  g)  and  the  supernatant 
containing  the  hemoglobin  (Hb)  was  collected.  The  Hb-solutlon  was 
ultracentrifuged  for  45  min  at  50  kg  at  20  to  remove  cell  debris 
and  non* lysed  erythrocytes.  The  supernatant  was  dialyzed  against 
water  (48  h;  4  ^C)  and  stored  at  *70 

11.15.2.  Isolation  of  flobin  from  hemoglobin 

Isolated  Hb  (2  ml)  from  human  blood  or  commercially  obtained  Hb, 
dissolved  in  water  (10  mg/kl),  was  added  dropwise  to  20  ml  of  ice* 
cold  10  mM  HCl  in  998  acetone,  which  was  stirred  and  was  placed  in  a 
bath  of  solid  C02/ethanol.  Kydrochlorie  acid  in  99X  acetone  (10  mM) 
wa.*^  added  to  a  final  volume  of  30  nd.  The  suspensions  were  cooled  for 
some  time  (2*16  h)  at  *20  %  to  precipitate  the  globin  com^etely  and 
then  centrifuged  (15  min;  700  g;  4  ^c),  The  supernatant  containing 
the  heme-fraction  was  discarded  and  the  globin  was  dissolved  in 
distilled  water  after  air  drying  (10  min  at  37  ^).  The  precipitation 
procethire  was  repeated.  To  remove  traces  of  HCl  ai^  acetone  the 
globin  was  frease-dried.  The  preparations  ware  stored  at  -20  ^C. 

11.15.3.  Trviisin  t^fdralvsta  af  flabtn 

Isolated  globin  (10  mi)  vas  dissolved  in  3  id  of  water.  Mi  aqueous 
solution  of  trypsin  (2  wg/wXi  100  pi)  was  added  followed  ^  600  pi  of 
0.5  N  NHgHOO^.  The  pH  was  adjusted  to  pH  8.5  ±  0.2.  the  solution  was 
incubated  for  2  h  at  37  Next,  the  pH  was  adjiMted  to  6.4  with  1  N 
HCl  and  the  volume  ms  Iwtought  to  5  id.  Acetonitrile  (10  ml)  imis 
added  and  the  solution  was  left  ovemi|^t  at  4  ^  to  precipitate  the 
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large  fragments,  The  solution  containing  the  smaller  peptides  was 
centrifuged  (15  min:  700  g).  The  supernatant  was  collected.  To  reduce 
the  volume,  acetonitrile  was  removed  by  flushing  with  a  gentle  stream 
of  nitrogen.  The  solution  was  used  for  chromatographic  separation  of 
the  peptides;  it  was  directly  injected  onto  HPLC. 

In  an  improved  procedure  globin  was  digested  with  immobilized 
trypsin,  which  can  easily  be  removed  from  the  peptide  solution  by 
centrifugation.  To  this  end,  globin  (3  mg)  was  dissolved  in  1  ml 
distilled  water.  The  immobilized  trypsin  suspension  (121  fil; 
Immobilized  TPCK-Trypsin,  Pierce,  USA;  14  units/ml  gel)  was  washed 
twice  with  1  ml  0.05  M  NH4HCO3  and  then  suspended  in  60  /xl  0,05  M 
NH4HCO3  and  added  to  the  globin  solution.  Aqueous  0.5  M  NH4HCO3  (200 
/il)  was  added  to  adjust  the  pH  to  6.4.  The  mixture  was  incubated  for 
48  h  at  37  °C  under  gentle  shaking  and  then  centrifuged  (15  min;  500 
g)  to  remove  the  trypsin.  The  supernatant  was  directly  injected  onto 
HPLC.  The  HPLC  profile  of  globin  fragmented  by  immobilized  trypsin 
was  identical  with  tHat  of  the  globin  digested  by  soluble  trypsin. 

11. 15. 4.  Irgatmgnt..  of  hgm<?glbbin  and  chlckga  gamnagLg.bulln-gLth 

mustard  gas 

Hemoglobin  (commercially  obtained  and  isolated  Hb  from  human  blood) 
was  dissolved  in  water  (1-5  mg/ml)  and  was  treated  with  [^^S]mustard 
gas  (0.1-1  mM  in  IX  acetonitrile)  or  unlabelled  mustard  gas  (1-5  mM) 
for  2  h.  The  pH  was  checked  with  pH  paper  and  adjusted  with  5  N  NaOH 
to  pH  7.  After  the  treatment,  globin  was  isolated,  digested  with 
trypsin  (II. 15. 3)  and  analyzed  on  HPLC.  Chicken  gammaglobulin  was 
treated  with  5  mM  mustard  gas  in  a  similar  way  as  hemoglobin. 

11. 15. 5.  HPLC  condition , for  tryps ini zed  globin  and  small  peptides 

Solutions  of  synthetic  peptides  or  the  trypsin  fragments  of  globin 
were  injected  onto  a  HPLC  system  as  described  previously  (column: 

RP18,  corasil,  250  x  16  ram;  5  fim  particle  size).  Gradient  elution  was 
applied:  buffer  A  contained  O.IX  trifluoroacetic  acid  (TFA)  in  water 
wheras  buffer  B  consisted  of  O.IX  trifluoroacetic  acid  in  70X 
acetonitrile.  A  linear  gradient  was  applied,  which  varied  depending 
on  the  type  of  analysis.  The  best  conditions  for  the  identification 
of  the  N- terminal  heptapeptide  of  a-herooglobin,  alkylated  with 
mustard  gas  at  the  valine  residue,  appeared  to  be  0-30  min:  0-50X  B, 
30-40  min;  50-90X  B,  and  40-45  min:  90X  B.  The  flow  rate  was  1  ml/min 
and  the  absorbance  was  detected  at  wavelength  220  nm.  In  experiments 
with  ^^S-labelled  proteins,  fractions  were  collected  and  the 
radioactivity  was  determined  as  described  in  II. 11. 7. 

11. 15. 6.  Amino  acid  analysis 

Amino  acid  analysis  of  the  peptides  was  performed  as  described  by 
Janssen  et  al.  (79,80).  The  peptide  (1-1.5  nmol)  was  gas-phase 
hydrolyzed  in  6  N  HCl-lX  phenol  medium  for  24  h  at  110  °C  and  the 
amino  acids  liberated  were  reacted  for  20  min  at  room  temperature 
with  20  fil  of  a  lOX  phenyl  isothiocyanatc  (PITC)  solution 
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[acetonitrile-water-TEA  (trlethylamine)-PITC  -  6:2:1;1  v/v] . 
Subsequently,  the  samples  were  dried  in  vacuo  to  remove  excess 
reagent.  The  dried  samples  were  dissolved  in  250  fil  of  the  starting 
HPLC  buffer  solution  and  100  /il  was  Injected  onto  HPLC.  The  PTC-amtno 
acids  ( phenyl thiocarbarayl  amino  acids)  were  analyzed  by  HPLC  on  a 
Supelcosil  LC-18DB  (250  x  A.6  mm)  column.  Elution  was  with  a  gradient 
of  buffer  A  containing  0.7  M  NaOAc  +  2.5  ml  TEA  /I  and  HOAc  to  adjust 
pH  to  6, A,  and  buffer  B  containing  acetonitrile -water  (80:20,  v/v). 
The  flow  rate  was  1  ml/raln.  The  column  was  kept  at  45  °C  and  the 
amino  acids  were  detected  at  254  nm.  The  calculation  of  the  amino 
acid  ratios  was  performed  versus  a  calibration  mixture  of  23  amino 
acids  run  under  identical  conditions. 

II. 15. 7.  Stability  o^  mustard  gas  adducts  to  hemoglobin  and 
globin  under  acidic,  alkaline  and  neutral 
citcumstances 

Human  blood  was  treated  with  1  mM  [^^Sjmustard  gas  in  IX  acetonitrile 
(final  concentration)  for  60  min  at  37  °C  and  pH  8,  and  Hb  was 
Isolated  as  described  in  II. 11. 3  A  part  of  the  Hb  was  precipitated 
and  globin  (Gb)  was  Isolated  (II. 15. 2).  Hb  and  Gb  were  incubated  for 
several  hours  at  37  °C  with  1  and  5  N  of,  respectively,  NaOH, 
methanesulfonic  acid  (MSA)  and  HCl .  Treatment  of  Hb  with  the  5  N 
solutions  led  to  precipitation  of  the  protein.  Hence,  only  the 
incubations  with  the  1  N  solutions  were  continued.  In  addition,  Hb 
isolated  from  blood  treated  with  (^^S]mustard  gas  was  incubated  at  pH 
7  for  several  days  to  study  its  stability  under  this  condition.  The 
treatments  were  terminated  by  neutralizing  the  solutions  with  NaOH  or 
HCl  and/or  by  precipitation  of  the  proteins  with  ice-cold  10  mM  HCl 
in  99X  acetone.  The  radioactivity  was  determined  in  the  supernatants 
(containing  the  heme  group  -if  present-  and  the  alkali-  and  acid- 
labile  adducts)  and  in  the  precipitated  "globin  fraction"  after  it 
had  been  dissolved  in  water.  The  percentage  of  alkali-  and  acid- 
labile  adducts  was  calculated. 

11.16.  Immunochemical  methods  for  the  detection  of  mustard 
gas  adducts  to  proteins  of  erythrocytes 

II. 16.1.  Preparation  of  a  polvclonal  antiserum  against  hemoglobin 
treated  with  mustard  gas  and  N-f2*-hydroxvethvlthio- 

fthyl).-DLL-, valine  t?  KLH 

Two  Immunogens  were  prepared  to  immunize  rabbits.  Hb  (2  mg/ml)  was 
treated  with  1  mM  mustard  gas  (60  min  at  37  ^C)  in  IX  acetonitrile 
(final  concentration).  This  protein  was  not  coupled  to  a  carrier 
protein.  N-(2' -hydroxyethylthloethyl)-D,L-vallne  (val-HD)  was  coupled 
to  KLH  with  EDC  (l-(3-dimethylamlnopropyl)-3-ethylcarbodllmide]  as 
described  in  I I. 13. 6.  With  each  immunogen,  one  rabbit  was  immunized 
intracutaneously ,  with  250  /ig  of  the  immunogen  in  complete  Freund's 
Adjuvant  and  boostered  once  with  250  fig  of  the  Immunogen  in  complete 
Freund's  Adjuvant  after  4  weeks  and  once  with  250  fig  of  the  immunogen 
In  incomplete  Freund's  Adjuvant  after  another  4  weeks.  Two  weeks 
after  every  Immunization,  blood  samples  were  taken  to  test  antibody 
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activities.  Two  weeks  after  the  last  booster,  the  rabbits  were 
sacriflqed  and  the  serum  was  collected. 


II. 16. 2. 


The  polyclonal  antisera  were  tested  in  a  direct  ELISA  against  Hb 
treated  with  mustard  gas  (0,  0.1,  1  mM) ,  globin  isolated  from  mustard 
gaS'treated  Hb,  human  serum  albumin  (HSA)  and  chicken  gammaglobulin 
(C7G)  treated  with  mustard  gas  (0,  0.1,  1  mM)  and  the  N-terralnal 
heptapeptide  of  Hb,  untreated  and  treated  with  5  mM  mustard  gas  (pH 
8.5;  60  rain:  37  °C).  The  ELISA  was  performed  as  follows.  The  96-well 
microtiter  plates  (polyvinyl  chloride;  Costar)  were  precoated  with 
poly-L-lysine  (10  /ig/ral ;  overnight  at  4  °C)  and  washed  once  with  PBS. 
The  proteins  and  peptides  were  diluted  in  PBS  (0.5-5  fig/ml)  and  50  fil 
per  well  was  added  and  Incubated  for  30  min  at  room  temperature.  The 
plates  were  washed  three  times  with  PBS  with  0.05X  Tween  20.  Next, 
the  plates  were  Incubated  with  PBS  containing  0.5X  gelatin  for  60  min 
at  room  temperature  and  again  washed  three  times.  The  polyclonal 
antisera  were  diluted  (10-100,000  times  in  PBS  with  0.05X  Tween  20 
and  O.IZ  gelatin)  and  50  /il  was  added  per  well  and  Incubated  for  60 
min  at  room  temperature.  After  washing,  the  second  antibody,  viz,, 
goat-anti-rabbit-IgC-alkaline  phosphatase  (1:1000  diluted  in  PBS  with 
0.05X  Tween  20,  0.5t^  gelatin  and  5X  PCS),  was  added  (50  /il/well)  and 
the  plates  were  Incubated  for  60  min  at  room  temperature.  After  three 
washings  with  PBS  containing  0.05X  Tween  20,  the  plates  were  washed 
once  with  0.1  M  diethanolamine,  pH  9.8.  As  substrate  for  alkaline 
phosphatase,  50  fil  of  a  solution  of  4-methylumbelliferyl  phosphate 
(0.2  mM  in  10  mM  diethanolamine,  pH  9.8,  1  mM  MgCl2)  was  added  and 
incubated  for  2  h. 


II. 16. 3. 


11.16,3.1. 


The  synthetic  peptide  corresponding  to  N-terminal  heptapeptide  of 
a-hemoglobln,  mustard  gas-alkylated  at  the  amino  group  of  valine  (see 
I I. 10.1)  and  glycylglycylglycyl -glutamic  acid-5-(2' -hydroxyethyl- 
thioethyl)  ester-l-amide  hydrochloride  ( (gly)3-glu-TDG] (see  II. 10. 3) 
were  coupled  to  KLH  with  the  EDC-procedure  (see  II.  13. 6). 


The  pentapeptide  val-leu-ser-glu-gly-OH  (PP)  is  commercially 
available  in  large  amounts  and  is  suitable  for  the  screening  of  sera 
and  supernatants  of  hybrldomas  because  of  its  partially  identical 
amino  acid  sequence  (val-leu-ser)  as  compared  with  the  N- terminal 
heptapeptide  of  hemoglobin.  The  alkylated  peptide  was  obtained  by 
treatment  of  the  pentapeptide  with  10  mM  mustard  gas  at  pH  8.5  in 
distilled  water  (room  temperature;  16  h;  final  concentration 
acetonitrile:  IX),  while  the  pH  was  controlled  by  a  pH-stat,  and 
subsequent  purification  by  HPLC  on  a  semi -preparative  column, 
analogous  to  that  described  for  the  monoadduct  of  the  heptapeptide 
(see  III. 16. 2).  The  identity  was  checked  by  amino  acid  analysis. 
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This  alkylated  pentapeptide ,  (gly)3-glu-TDG,  and  the  two  nonalkylated 
peptides  were  coupled  to  BSA  to  serve  as  control  compounds  to  check 
antibodies  for  cross-reactivity  against  the  native  peptides  and  to 
test  sera  in  a  direct  ELISA.  To  prevent  the  coupling  to  BSA  of  the 
two  last-mentioned  peptides  via  their  amino  groups,  the  free  amino 
groups  were  blocked  with  2 , A,6-trinitrophenyl  sulfonic  acid  (TNP). 

The  peptides  were  incubated  with  equimolar  quantities  of  TNP 
overnight  in  the  dark  at  room  temperature .  The  next  day  6  peptides 
(the  alkylated  pentapeptide,  (Gly)3-Glu-TDG,  the  pentapeptide  and  the 
(Gly)3-Glu  treated  with  TNP,  and  the  pentapeptide  and  (Giy)3-Glu  not 
treated  with  TNP)  were  coupled  to  BSA  via  EDC  as  described  in 
II. 13. 6. 

II. 16. 3. 2.  Monoclonal  antibodies  against  the  mustard  .gas 

N-terminal  heptapeptide  of  hemoglobin  and  against  mustard 
gas -treated  chicken  gammaglobulin 

Four  mice  were  immunized  with  the  N-terminal  heptapeptide  of  a- 
hemoglobin  treated  with  mustard  gas  and  coupled  to  KLH.  The  sera  of 
the  mice,  obtained  after  the  first  and  second  booster,  were  tested  on 
antibody  activity  towards  the  coupling  product  of  the  N-(2'- 
hydroxyethylthioethyl)-val-leu-ser-glu-gly  to  bovine  serum  albumin 
(BSA).  After  the  third  immunization,  cells  of  the  spleen  of  one  mouse 
were  fused  with  mice  SP2/0  cells  as  described  in  II.  13. 7.  The 
supernatants  of  the  resulting  hybridomas  were  screened  in  a  direct 
ELISA  on  mustard  gas -alkylated  hemoglobin  (5  mM)  and  on  native 
hemoglobin.  Cells  oroducing  specific  antibodies  against  mustard  gas- 
alkylated  hemogloMn  were  recloned  by  limiting  dilution  as  described 
in  II. 13. 8. 

Also,  a  mouse  was  immunized  with  mustard  gas-alkylated  chicken 
gammaglobulin  and  its  spleen  cells  were  used  for  a  fusion  experiment. 
The  supernatants  of  the  resulting  hybridomas  were  also  screened  on 
mustard  gas-alkylated  hemoglobin  and  on  native  hemoglobin.  Cells 
producing  specific  antibodies  against  mustard  gas-alkylated 
hemoglobin  were  recloned  by  limiting  dilution  as  described  in 
II. 13. 8. 
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III.  RESULTS 

III.l.  Synthesis  of  [ ^^S ] -mustard  gas 

Radioactively  labelled  mustard  gas  was  needed  to  study  its  in  vitro 
and  in  vivo  binding  to  DNA  and  proteins.  Therefore  it  was  essential 
to  obtain  material  with  a  high  specific  activity  and  radiochemical 
purity.  For  economical  reasons  was  chosen  as  the  most  appropriate 
radioactive  isotope,  rather  than  %  was  considered  to  be  less 

suitable  because  of  possible  exchange  reactions  during  the 
investigations.  The  synthesis  involved  the  reaction  between  hydrogen 
[^^S] sulfide  at  the  highest  specific  activity  which  was  commercially 
available  with  ethylene  oxide  to  give  thiodiglycol ,  followed  by 
conversion  to  mustard  gas.  This  reaction  sequence  was  carried  out 
according  to  the  method  of  Boursnell  et  al.  (50)  with  slight 
modifications  (51),  according  to  the  reaction  scheme  in  Figure  3. 


S  +  CHj  —  CHj 
''o'" 


S'NXX  OH 


S0CI2 


(S  -“S) 


Cl 


Cl 


Figure  3.  Reaction  scheme  for  the  synthesis  of  [^^Slmustard  gas 

An  alternative  for  the  first  reaction  step  is  the  reaction  of  2- 
bromoethanol  with  sodium  sulfide  (9A).  Apart  from  the  higher  cost  of 
sodium  [^^S] sulfide,  the  method  involves  the  laborious  removal  of 
water  from  thiodiglycol,  which  makes  it  somewhat  less  attractive. 
Prior  to  the  high  specific  activity  syntheses,  several  cold  runs  of 
the  second  reaction  step  using  thionyl  chloride  were  carried  out, 
which  gave  yields  of  90X  or  more  of  mustard  gas  with  a  gas 
chromatographic  purity  exceeding  98X.  The  first  reaction  step  had 
been  evaluated  and  was  found  to  give  quantitative  yields  of  pure 
product  during  previous  work  on  several  syntheses  of  low  specific 
activity  [^^S]mustard  gas  (51).  as  well  as  in  the  1  oool  scale 
synthesis  of  deuterated  thiodiglycol.  which  was  prepared  analogously. 

Unexpectedly,  the  radiochemical  yields  in  the  present  two  synthesis 
runs  (21*27X)  were  much  lower  than  previously  (>60X;  51).  As  shown 
in  Figure  4,  thin  layer  radiochromatography  of  the  crude  thiodiglycol 
revealed  the  presence  of  a  series  of  radioactive  contaminants. 

Mustard  gas  obtained  from  this  material  contained  ca.  15X  (GLC)  of  a 
radioactive  contaminant  which  was  identified  as  l-(2«chloroethoxy)>2< 
(2' -chloroethylthio)ethane,  C1-C2H4-S-C2H4-0-C2H4-C1.  Therefore,  we 
ascribe  this  decrease  in  yield  tentatively  to  the  formation  in  the 
first  reaction  step  of  higher  homologues  of  thiodiglycol  containing 
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extra  oxyethylene  groups.  This  may  be  aue  lo  the  use  of  a  halogen 
photo  lamp  for  heating  of  the  gaseous  reaction  components  in  the 
first  reaction  step,  instead  of  the  500  W  incandescent  lamp  used  in 
previous  runs. 


Figure  4.  Thin  layer  radiochroBatograa  of  [^^S)thlodigIycol  (crude 
reaction  product) 

A  final  diatillation  of  the  labelled  austard  gaa  gave  satisfactory 
prodticts  with  radiocheaical  purities  of  98X  and  cheaical  purities  of 
ca.  9SX,  and  with  specific  activities  of  855  and  877  MBq/aaol.  i.e.. 
23.1  aCi/aaol  and  23.7  okll/aaol,  respectively. 

Recently,  a  procedure  vas  developed  for  the  synthesis  of  Mtard  gas 
in  which  hydrogen  (^^S]sulfide  was  prepared  froa  sodiua  (^^S) sulfate 
by  reduction  with  hydrogen  iodide,  foraic  acid,  and  sodiua  phosphite 
(95).  The  starting  sodiua  [^H)sulphate  is  generally  a''ailable  as  a 
CMBercial  product.  According  to  this  procedure  austard  gas  was 
obtained  in  an  overall  yield  of  83X. 

HI. 2.  Synthesis  of  protected  derivatives  of  thiodif Ivcol  and  of 

seet.eustsrii  yss 

In  tlM  course  of  our  synthetic  work  for  this  project,  we  felt  the 
need  for  derivatives  of  austard  gas  end  thiodiglyool  irtiich  allov 
their  use  for  the  specific  purpose  of  obtaining  products  tdiieh  result 
froa  a  reaction  with  only  one  of  the  two  functional  groupe  in  these 
aoleeules.  The  instability  of  seal 'austard  gas,  HD'C^-S*C2H4'C1, 
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almost  prohibits  its  use  in  a  reasonably  pure  state.  Therefore,  we 
developed  two  types  of  protective  groups  which  block  a  2-hydroxyethyl 
moiety  of  thiodiglycol  or  semi-mustard  gas  in  a  reversible  way 
(Figure  5).  The  trialkylsilyl  group  in  the  first  type  of  derivative 
can  be  removed  under  acidic  conditions,  whereas  the  hydroxy  group  in 
the  acyl -protected  derivative  is  regenerated  under  basic  conditions. 

R)  (^2)2  Si  [  r,  =  Me  or  tBu,  Rj  =  Me;  X  =  OH  or  Cl  ] 

CHj  C (0)  [  X  =  OH  or  Cl  ] 

Figure  5.  Chemical  structures  of  reversibly  protected  derivatives  of 
thiodiglycol  and  of  semi -mustard  gas 

III. 2.1.  Trialkylsilyl 

2-Triiaethylsilyloxyethyl  2  * -hydroxyethyl  sulfide  was  readily  obtained 
from  the  reaction  in  acetone  at  -40  of  thiodiglycol  with  equimolar 
trinethylsilyl  chloride  and  triethylamine ,  according  to  the  reaction 
scheme  in  Figure  6.  However,  the  product  could  not  be  purified  due  to 
disproportion/decomposition  reactions  during  distillation,  which  left 
substantial  amounts  of  thiodiglycol  and  of  the  di-trimethylsilyl 
derivative  in  all  fractions.  The  t-butyidlmethyl-silyl  monoether, 
prepared  in  the  same  way  as  the  triaethylsilyl  derivative,  is  more 
stable  towards  hydrolysis  than  the  latter  derivative.  Therefore,  the 
t-butyldlaethylsllyl  derivative  could  be  washed  with  water  prior  to 
distillation  in  order  to  remove  thiodiglycol  and  acidic  impurities. 
Subsequent  fractional  distillation  gave  the  desired  product  in  >  38X 
yield  with  a  purity  (GLC)  of  98X.  the  new  pr^uct  has  been  fully 
characterized  by  means  of  MS  (El).  and  ^^C'NMR  spectroscopy  and 
is  stable  for  months  at  *20  °C. 


TMS-CI 

EW  -♦OX  ^ 


Fi^re  6.  Reaction  scheme  for  the  synthesis  of  2>trimethylsllyloxy- 
ethyl  2  * -hydroxyethyl  sulfide 


The  hitherto  undescribed  compound  2-trimethylsilyloxyethyl  2*-ehloro- 
ethyl  sulfide  was  prepared  from  reaction  of  crude  semi-mustard  gas. 
trimethylsllyl  bromide,  and  triethylamine  in  ether  at  -60  to  -40 
according  to  the  reaction  scheme  in  Figure  7.  Uork-up  md 
distillation  of  the  reaction  mixture  gave  the  desired  product  In  19X 
yield  and  a  purity  of  93X  (CLC).  with  semi -mustard  gas  as  a  major 
inputity.  The  product  was  fully  characterised  by  means  of  MS  (SI). 

and  ^^C-RIA  speetroseopy.  and  elemental  analysis.  It  appeared  to 
be.  staUe  for  months  at  -20  ^C. 
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Fif,ure  7.  Reaction  scheme  for  the  s5Tithesis  of  2 -trimethyl silyloxy- 
ethyl  2 ' -chloroethyl  sulfide 

III. 2. 2.  Acyl  derivatives 

2-Ac2toxyethyl  2  * -hydroxyethyl  sulfide  was  obtained  from  the  reaction 
at  room  temperature  of  equimolar  acetyl  chloride  and  pyridine  with  a 
tenfold  excess  of  thiodiglycol  in  dichloromethane,  according  to  the 
reaction  scheme  in  Figure  8.  Excess  of  thiodiglycol  was  conveniently 
removed  by  washing  with  water.  The  desired  product  was  obtained  in 
49X  yield  and  a  purity  of  95X  (GLC)  by  means  of  distillation.  The  new 
product  is  stable  upon  storage  at  -20  and  was  fully  characterized 
by  means  of  MS  (thermospray).  and  ^^C-NMR  spectroscopy. 

2-Acetoxyethyl  2 '-chloroethyl  sulfide  has  been  reported  by  Seligman 
et  al.  (54).  These  authors  obtained  the  product  from  the  reaction  of 
semi -mustard  gas  with  acetic  anhydride.  No  analytical  data  were 
presented,  other  than  the  refractive  index.  We  have  obtained  the 
desired  product  by  conversion  of  2-acetoxyethyl  2' -hydroxyethyl 
sulfioe  w’  h  tnionyl  chloride  at  0-20  ^C.  according  to  the  reaction 
scheme  In  Figure  8.  After  two  distillations  the  product  was  obtained 
in  /9X  yield  and  with  a  purity  of  99. 7X  (GLC).  It  was  fully 
characterized  by  means  of  MS  (El).  and  ^^C*NMR  spectroscopy.  The 
produc'  is  stable  for  months  at  -20^0. 


♦  Ch,40)a 
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Figure  9,  Reaction  scheme  for  the  synthesis  of  2>6cetoxyethyl  2'- 
hydroxyethyl  sulfide  and  subsequent  eonversi.^  into  2* 
ecetoxyethyl  2* -chloroetl,;'  sulfide 

111.3.  SyntlMiii  ,Qt  ■ttitard  tn  with  mining 

Early  investigations  by  Lawley  e.  al.  (30«35)  have  suggested  that 
primarily  the  117  nitrogen  in  guaniiM  bases  of  DNA  and  RHA  is 
alkylated  by  mustard  gas,  leading  to  R7>(2*-Uydroxyet)^lthioethyl)* 
guanine,  as  well  as  to  the  corresponding  intrastrand  and  in*^erstrand 
di-ad^t  di*(2-guanin*7*>yl«ethyl)  sulfide,  whereas  laidlum  et  al. 
<37)  suggest  that  traces  of  06'(2*-hydro:qrethylthloethyl)>guanins  are 
also  formed,  So  far,  these  adducts  were  only  oaaraeterised  m  the 
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basis  of  similarity  of  their  UV  spectra  with  those  of  analogous 
alkyl -substituted  purines,  and  only  the  isolation  of  the  N7  guanine 
monoadduct  has  been  explicitly  described  by  Brookes  and  Lawley  (30). 
In  order  to  identify  the  adducts  of  mustard  gas  with  bases  in  DNA  in 
a  definitive  way,  we  have  resynthesized  these  adducts  and  have 
characterized  them  fully  by  way  of  spectroscopic  and  chromatographic 
techniques. 

III.  3.1.  N7- (2 * -Hydroxyethylthloethvl ) -guanine 

In  our  early  attempts  to  prepare  the  desired  N7  guanine  monoadduct  by 
the  reaction  of  mustard  gas  with  guanosine  in  glacial  acetic  acid  at 
100  ®C  (30),  followed  by  hydrolysis  in  aqueous  hydrochloric  acid 
according'  to  the  reaction  scheme  in  Figure  9,  we  found  (thermospray- 
LC-HS)  that  the  desired  product  was  indeed  present  in  the  reaction 
mixture  (MH'*‘,  m/z  -  256).  In  spite  of  increasing  the  molar  excess  of 
mustard  gas  and  prolongation  of  the  reaction  time,  the  ratio  between 
reaction  products  and  unreacted  guanine  did  not  Increase. 


Figure  9.  Reaction  scheme  for  tho  synthesis  of  N7‘(2* -hydroxy* 
ethylthioethyl) 'guanine  from  guanosine 

The  reversed  phase  HPLC  chromatogram  of  the  crude  reaction  mixture 
with  diode  array  detection  (Figure  10)  showed,  in  addition  to  guanine 
(peak  3),  two  reaction  products  with  identical  UV  spectra.  We 
suspected  that  these  were  the  N7  monoadduct  (peak  4)  and  the 
corresponding  di*adduct  (peak  5),  respectively.  Reversed  j^se  HP1>C 
on  a  semi •preparative  scale  yielded  enough  material  to  positively 
identify  both  the  N7  mono*  and  di«ad^ts.  These  experiments  learned 
also  that  this  method  was  too  time  consuming  to  isolate  sufficient 
amounts  of  pro^t  for  full  characterisation.  Similar  proldems  were 
encountered  with  imi  exchange  HFLC  on  SAX* type  columns.  Attempts  to 
purify  the  product  by  means  of  repeated  recrystallisations  and 
extractions  of  the  crude  material  with  various  solvents  and  dilute 
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aqueous  hydrochloric  acid  gave  a  product  with  a  purity  <  60X. 

Finally,  the  best  results  were  obtained  with  a  conunercial  mediun 
pressure  liquid  chromatography  system  (Lobar,  Merck)  using  the 
largest  glass  column  available  (44x3.7  cm)  packed  with  reversed  phase 
silica  gel  (RP  18).  This  system  allowed  sample  loads  of  up  to  20  mg 
crude  material,  containing  ca.  34X  of  the  desired  monoadduct.  In  this 
way,  100  mg  of  crude  material  gave  a  yield  of  35  mg  of  the  product  as 
monohydrate  after  one  additional  recrystallization  from  water. 


Figure  10.  Reversed  phase  HPLC  chroMtogrea  with  diode  array 

detection  after  hydrolysis  of  the  cnide  reaction  aixture 
resulting  froa  the  alkylation  of  guanosine  with  a  lOOX 
aolar  excess  of  austard  gas  in  glacial  acetic  acid.  The 
chroaatograa  vas  aeasured  at  a  set  wavelength  of  204  na: 
the  UV  spectra  of  the  aajor  peaks,  aeasvtred  on>line.  are 
also  given.  The  coluan  (250x5  aa)  was  packed  with 
LKairosorb  RF18  (particle  else  5  ^).  Eluent;  25  all 
aaaimiua  bicarbonate  in  water/aethanol  (3/1,  v/v) 

According  to  reversed  phase  HPLC  (UV  detection  at  254  na)  the  purity 
of  the  product  was  96>97X,  The  UV  spectra  (Amx  na  at  |d(  7.0;  249 
na  at  pH  1.0)  and  aelting  point  (dee.  >  280  were  identical  with 
those  reported  by  Brookes  and  Lawley  (30).  As  aentioned  above 
theraospray  MS  of  the  product  showed  MH^  at  a/s  25B,  whereas  electron 
iapaet  NS  showed  a  saall  peak  at  a/s  255  (l(^>  and  aajor  pe^  at  m/% 
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237  (M-H2O,  loss  of  water  from  2 ' -hydroxyethylthioethyl  group)  and  at 
m/2  151  [M-(CH-CH-S-CH2-CH2-0H). 

The  structure  of  the  product  followed  unequivocally  from  ^H-  and  ^^C- 
NMR  spectroscopy  (Figure  11).  The  long  range  couplings  found  between 
N-CH2  and  C-5/C-8  clearly  show  that  the  2' -hydroxyethylthioethyl 
moiety  is  attached  to  N7 . 


60.8 

33.8 


Figure  11.  Chenicel  shift  assignments  and  coupling  constants  for  the 
hydrogen  (400  MHz;  a)  and  carbon  atoms  (100.6  MHz;  b)  of 
N7> (2* -hydroxyethylthioethyl )-guanine  in  DMSO-dg.  C-H 
couplings  vithin  the  2* -hydroxyethylthioethyl  group  are 
not  given 

III. 3. 2.  Di.(2.auanln.7Syl.ethvn  sulfide 

When  the  above-mentioned  reaction  conditions  for  the  synthesis  of  the 
N7  guanine  monoadduct  of  mustard  vere  changed  to  equimolar  amounts  of 
reactants  in  order  to  optimize  the  yield  of  the  corresponding  di¬ 
adduct,  a  maximal  conversion  to  ca.  lOX  of  di -adduct  was  observed 
with  reversed  phase  HPLC.  No  further  improvements  were  achieved  by 
varying  the  reaction  conditions.  An  alternative  route  of  synthesis 
was  sought  in  the  conversion  of  crude  monoadduct  with  thionyl 
chloride  to  the  corresponding  N7-(2'-chloroethylthioethyl}-guanine, 
followed  by  conversion  of  this  product  to  dl-ai^et  with  remaining 
guanine  in  the  reaction  mixture,  according  to  the  reaction  scheme 
given  in  Figure  12.  Although  the  chloro -compound  was  probably  formed, 
as  observed  by  the  formstion  of  the  corresp^ing  acetoi^  derivati^w 
In  thermospray-LC-NS  of  the  reaction  mixture  in  acetate  buffer,  the 
formation  of  the  desired  di-ad^ct  was  not  observed, 

A  third  method  of  synthesis  was  evaluated,  according  to  Brookes  and 
Lawley  (96),  based  on  the  reaction  of  equimolar  mustard  gas  and 
guanosine-S*-p)iosi^te  (guanilie  acid)  in  water,  followed  by  acid 
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hydrolysis  to  obtain  the  free  base,  as  shown  in  the  reaction  scheme 
given  in  Figure  13. 

Although  a  non -homogeneous  reaction  mixture  is  obtained  due  to  the 
slight  solubility  of  mustard  gas  in  water,  the  reaction  proceeds 
smoothly  at  room  temperature.  However,  again  a  maximum  conversion  to 


Figure  12.  Reaction  scheme  for  the  attempted  synthesis  of  di*(2'guan- 
7*-yl-ethyl)  sulfide  via  chlorination  of  the  2*-hydroxyl- 
ethylthioethyl  moiety  of  N7-(2'-hydroxyethylthioethyl)- 
guanine  and  subsequent  alkylation  of  guanine 


Pi^re  13.  Remctlon  ceheme  for  the  •ynthamia  of  di-(2*guiut>7**yl> 
•thyl)  sulfido  via  alkylation  of  ^i«iosiM*S*>phoa^to 
with  mustard  gas  and  aubaaquant  h^rolysls 


only  tOS  of  di*adduot  vas  obsarvad.  Initial  attM^ta  to  purify  tha 
di*adduot  from  tha  cruda  taaetion  olxtura  by  masns  of  ebromatotraphio 
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techniques  were  poorly  reproducible.  Separations  were  inadequate  and 
collected  eluates  were  sometimes  found  to  contain  no  product.  When  we 
found  out  that  these  problems  were  due  to  the  extreme  low  solubility 
of  the  di -adduct  in  water,  these  complications  were  used  to  our 
advantage.  Repeated  extractions  of  crude  material  with  dilute  aqueous 
hydrochloric  acid  removed  virtually  all  contaminants  and  starting 
material.  The  residual  di -adduct  was  obtained  as  analytically  pure 
hydrochloride  salt  by  means  of  recrystallization  from  boiling  aqueous 
hydrochloric  acid  (pH  2).  The  UV  spectrum  showed  maxima  at  284  nm  (pH 
7.0),  and  at  249  nm  (pH  1.0),  i.e.,  identical  with  the  spectrum  of 
the  monoadduct  (vide  supra).  Under  optimal  conditions  with  regard  to 
the  temperature  of  the  tip  of  the  probe  (ca.  250  ®C),  thermospray  MS 
of  the  product  showed  only  MHT*'  at  m/z  -  389  and  MNa"*"  at  ra/z  -  411. 

The  structure  of  the  product  followed  unequivocally  from  ^H-  and  l^C- 
NMR  (Figure  14),  using  CF3COOD  as  solvent.  The  long  range  couplings 
between  N-Cii2  C-5/C-8  indicate  that  the  side  chain  is  attached  to 
N7. 


a 


Figure  14.  CShemlcal  shift  sssigraMiits  and  coupling  constants  for  the 
hydrogen  (400  Wic;  a)  and  carbon  atoms  <100.6  NHz;  b)  of 
dl-(2«guan-7*-yl*ethyl)  stjdfide  in  CF3COOD 


Our  first  efforts  to  obtain  this  product  were  based  on  the  work  of 
Ludlum  et  al.  (37,97.98).  These  authors  reported  the  synthesis  of  the 
desired  product,  and  of  the  corresponding  (7Vatl^lthioethyl) 
derivative,  in  tniqualtfled  yields  from  the  reaction  of  6-ehl6ro- 
3*,5**di-0«aeetyl«2*>deoxyguanoaine  with  the  (■ono)sodiua  salt  of 
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thiodiglycol  and  of  ethyl  2 -hydroxy ethyl  sulfide,  respectively.  In 
our  hands  this  route  of  synthesis  did  not  give  the  desired  06- 
derivative  of  mustard  gas.  Only  when  we  used  the  sodium  salt  of  2- 
trimethylsilyloxyethyl  2' -hydroxy -ethyl  sulfide  instead  of 
thiodiglycol,  mass  spectrometry  (positive  Cl , isubutaiie)  of  the  crude 
reaction  mixture  showed  peaks  at  m/z  -  256  and  238,  corresponding 
with  MH"^  of  06- (2 '-hydroxyethylthioethyl) -guanine  and  loss  of  water 
from  the  latter  product.  Attempts  to  isolate  the  06-derivative  from 
the  reaction  mixture  by  means  of  reversed  phase  HPLC  were 
unsuccessful . 

Since  the  direct  reaction  of  2' -deoxyguanosine  with  mustard  gas  is 
expected  to  give  only  traces  of  alkylation  at  06  due  to  the  soft 
character  of  the  episulfonium  ion  electrophile,  we  concentrated  our 
efforts  on  a  route  of  synthesis  of  06-derlvatives  of  2'-deoxy- 
guanosines  as  developed  by  Gaffney  and  Jones  (55,56),  and  modified  by 
Van  Boom  (57).  The  sequence  of  reactions  as  shown  in  Figure  15 
involves  reaction  of  3' ,5' ,N2-triacetyl-2' -deoxyguanosine  (1) 
with  2.4,6-triisopropylbenzene8ulfonyl  chloride  to  yield  the 
06-sul£onylated  derivative  (2).  in  which  the  sulfonyl  ester  moiety  is 


r-\ 
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Figure  15.  Reactiwi  scheme  for  the  06-elkylation  of  2'-deo9^* 

guenosiiM.  TP8-C1  «  2,A,6-triieopropylbenseMsulfonyl 
chloride;  tOff  •  M-methyipyrrolldine;  R  •  acetyl  or 
t>Bu(Me)2Sl:  1^  -  l,8-dlasahieyclo>(S.4.0)«inidec*7-ene 
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readily  replaced  by  a  1 -methyl -pyrrol idinium  group  to  give  (1).  The 
latter  group  is  displaced  in  turn  by  the  appropriate  alcohol  in  the 
presence  of  the  strong  base  l,8-diazabicycio-(5.4.0)-undec-7-ene 
(DBU)  to  yield  (4).  which  is  deprotected  with  aqueous  anunonia  to  give 
the  desired  product  (1).  First,  we  explored  this  route  of  synthesis 
using  the  t-butyldiraethylsilyi  derivative  of  thiodiglycol  [R  - 
tBu(Me)2Si-:  see  1 1 1. 2.1],  It  was  concluded  that  this  route  was 
viable,  but  the  Insolubility  of  the  silylated  derivative  of  V- 
deoxyguanosine  in  water  complicated  the  purification  of  the  end 
product.  Therefore  we  used  subsequently  the  monoacetylated  derivative 
of  thiodiglycol  [R  -  MeC(O)-;  see  III. 2. 2].  This  turned  out  to 
provide  a  smooth  s3rnthesis,  in  which  a  one-step  deprotection  removed 
all  four  acetyl  groups  to  give  5)  in  ca.  12Z  overall  yield.  According 
to  reversed  phase  HPLC  (UV  detection  at  214  nn)  the  purity  of  the 
product  was  98. 6Z,  whereas  ^H-NMR  confirmed  that  the  overall  purity 
was  >  95X. 

The  structure  of  the  product  follows  from  the  route  of  synthesis  and 
was  confirmed  in  several  ways.  'Hie  UV  spectra  at  pH  7  and  14  show 
maxima  at  247  and  281  nm,  Tliese  maxima  shift  to  243  and  288  nm  at  pH 
1,  in  accordance  with  the  UV  spectra  of  other  06-alkylated  2'-deoxy- 
guanosine  derivatives  (38).  The  thermospray  mass  spectrum  of  the 
product  shows  peaks  at  m/z  -  372  (MH'*’),  256  (MH‘*‘  of  06- (2 ’-hydroxy- 
ethyl  thioethyl)  guanine],  and  at  152  (MH^  of  guanine).  See 
experimental  part  for  a  full  assignment  of  the  ^H-  and  ^^C-NMR 
spectra  of  the  product  in  D2O. 

111. 3. 4.  06 - (2  * -Hydroxvethvl thioethvl 1 -guanine 

According  to  Ludlum  et  al.  (37.97.98)  it  is  impossible  to  depurinate 
06-(2'-hydroxyethylthioethyl)-2*-deoxyguanosine  by  means  of  acidic 
hydrolysis  since  this  results  in  simultaneous  loss  of  the  2* -hydroxy- 
ethyl  thioethyl  group  at  06.  Ue  have  found,  however,  that  depurinotion 
in  0.1  N  aqueous  hydrochloric  acid  for  100  min  at  room  temperature 
leads  to  almost  complete  depurination  and  only  to  partial 
dealkylation  at  06  (Figure  IS).  A  one-step  purification  step  on  a 
Sephadex  G-10  colum  gave  the  desired  product  in  39X  yield  with  a 
purity  >  95X  (^H-tMR).  The  thermospray  mass  spectrum  of  the  product 
shows  peaks  at  m/c  -  278  (MNa'*‘).  256  (HH'*').  and  152  (MH^,  guanine)^ 
See  experimental  part  for  a  full  assignment  of  the  and  ^^C-niR 
spectra  of  the  product  in  MfSO-dg. 

111.3.5.  Kinetics  of  dealkylation  of  06-alkvlated  fuanines 

The  lability  in  acidic  aqueous  solution  of  06-(2’-hydroxyethylthio- 
ethyl) -guanine  was  further  investigated  by  measuring  the  rate  of 
dealkylation  at  pH  0.5  and  25  ^C.  For  comparison  we  also  measured  the 
deall^lation  rate  of  the  corresponding  OS-ethyl  compound.  The  " 
reactions  were  followed  spectroj^tometrieally  at  oa.  0.1  mM  in  a 
0.05  H  KCl  solution.  UV  spectra  taken  in  the  course  of  the  reactions 
thorn  sharp  isobestic  points  over  a  time  course  of  several  half  times, 
which  indicates  that  a  well-defined  reaction  of  a  stdffieiently  pure 
substrate  is  being  measured  (see  Figure  16  for  «i  exai^le). 
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results  were  plotted  as  the  logarithm  of  the  difference  between  the 
absorbance  of  the  reaction  mixture  and  the  absorbance  of  the 
dealkylated  compound  versus  reaction  time.  We  measured  this 
difference  at  248  nm,  i.e,,  at  the  wavelength  of  maximal  difference 
between  the  absorbances  of  the  dealkylated  product  and  the  starting 
compound  (Figure  16).  A  representative  example  of  such  a 
semilogarithmic  plot,  pertaining  to  run  1  in  Table  2,  is  given  in 
Figure  17.  The  measured  absorbances  (A^;)  at  248  nm  and  the  calculated 
differences  (Ag,  *  A^)  between  this  absorbance  and  the  absorbance  for 
complete  dealkylation  (A«,)  of  the  two  06  adducts  as  a  function  of 
reaction  time  are  given  in  Tables  2  and  3,  for  duplicate  runs. 
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Pigur*  16.  UV  apaetra  of  060(2 **hyilroj^thyithloothyl)-gtMiiilM  (0.1 
MN)  in  tho  coMfM  of  d^lqrlation  In  0.0}  M  KCl,  pH  0.}, 
25  Ttio  apoctra  ««ora  taHan  afttr  0  (1).  30  ,  60,  90, 
120,  and  360  (6)  aln 


U8 


The  semilogarithinlc  plots  for  dealkylation  of  the  06- (2'- 
hydroxyethylthioethyl)  compound  show  deviation  from  first-order 
kinetics  after  1-2  half  lives  of  the  reaction.  First-order  rate 
constants  were  therefore  evaluated  from  data  points  measured  within 
the  first  two  half-life  times,  as  the  slope  of  the  plots.  Plots  for 
dealkylation  of  the  06-ethyl  compound  were  linear  for  at  least  three 
half  lives.  The  calculated  rate  constants  and  half  lives  are 
summarized  in  Table  4. 
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Figure  17.  Plot  of  ruiturel  logarltha  of  the  difference  between  the 
the  ebeorbance  (248  w)  of  06-(2*>l^ro)tyeihylthloethyl)* 
guanine  In  0.05  M  KCl,  pH  0.5,  25  «t  a  given  tlae  (A^) 
and  the  abaorbance  ot  the  dealkylated  coeqiound  (Am)  veraua 
reaction  tlae.  Data  taken  fro*  Table  2,  run  1 

The  rate  of  dealkylation  of  06*alkyl -guanine  inereaaea  at  leaat  two 
ordera  of  aagnltude  upon  aubatitution  of  tte  ethyl  group  the  2*-^ 
hydroxyethylthioethyl  group.  Aa  ahown  In  the  reaction  achene  In 
Figure  18,  it  la  auggeated  that  anchinerle  aaalatance  by  the 
fomation  of  wi  epiaulfonlua  Ion  providea  the  extra  driving  force  for 
the  highly  accelerated  hydrotyala  of  the  2* -tqfdroxyetl^lthioethyl 
adduct. 
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Table  2.  Absorbances  at  248  nm  (A^-)  measured  in  the  course  of 

dealkylation  of  06-(2'-hydroxyethylthioethyl)-guanine  (0.1 
mM)  in  0.05  M  KCl ,  pH  0.5,  25  °C,  and  calculated  differences 


(A«,  -  A(.)  between  this  absorbance  and  the  absorbance  after 
coaplete  reaction  (A^,) 

Time 

(min) 

A{.  (248  nm) 

Run  1  Run  2 

-In 
Run  1 

(A«-At) 

Run  2 

0 

0.038 

0.042 

1.92 

1.75 

30 

0.091 

0.099 

2.37 

2.15 

60 

0.123 

0.135 

2.77 

2.53 

90 

0.141 

0.157 

3.13 

2.85 

120 

0.153 

0.171 

3.45 

3.12 

•150 

0.160 

0.181 

3.70 

3.37 

191 

0.167 

3.99 

213 

0.193 

3.81 

221 

0.170 

4.18 

243 

0.196 

3.98 

251 

0,172 

4.33 

273 

0.199 

4.14 

281 

0.173 

4.46 

303 

0.201 

4.25 

311 

0.175 

0.202 

4.56 

4.32 

341 

0.176 

0.204 

4.71 

4.48 

371 

0.206 

4.69 

401 

0.208 

4.92 

431 

0.209 

5.13 

end 

0.185 

0.215 

Table  3.  Absorbances  at  248  na  (A^;  Mssured  in  the  course  of 

dealkylation  of  06 •ethyl ‘guanine  (04  aM)  in  Q.05  H  KCl,  pH 
0,5,  and  calculated  differonces  (A«»  •  A^}  betMon 

this  absorbsMe  and  the  sbtorbanee  after  coaplete  reaction 
(A*) 


Tiae 

At  (248  my 

•Jn 

CV*At) 

(1») 

Run  3 

Run  4 

Run  3 

Run  4 

1 

0.477 

‘0.36 

163 

0.124 

1  857 

167 

0.987 

0.08 

336 

1.319 

r 

0.53 

503 

1.510 

0.92 

523 

0.217 

2.757 

8( 

0.260 

1.912 

839 

1.741 

4.27 

954 

0.268 

4.423 

1169 

0.269 

4.528 

end 

1.910 

0.280 

■20 
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Table  4.  Calculated  (pseudo)  first-order  rate  constants  (k;  min"^) 
and  half  Isves  (min)  for  dealkylation  of  two  06-alkyl- 
guanines  in  0.05  M  KCl ,  pH  0.5,  25  °C 


Run 

k 

(min'b) 

Half  life 
(min) 

la 

1.27x10-2 

55 

2a 

1.15x10-2 

60 

Averaged^ 

1.21x10-2 

57 

3b 

4.2  xlO-5 

16500 

4b 

4.8  xlO-b 

14400 

Averagedb 

4.5  xlO-b 

15400 

^  Alkyl  =  2 ' -hydroxyethylthioethyl . 
^  Alkyl  =  ethyl . 


Figure  18.  Suggested  reaction  mechanism  for  anchimerlc  assistance  in 
the  dealkylation  of  06- (2* -hydroxyethylthioethyl) ‘guanine 
in  0.05  M  KCl,  pH  0.5,  at  25  OC. 


III. 4.  Synthesis  of  mustard  gas  adducts  with  adenine 


Alkylation  of  adenosine  with  excess  of  mustard  gas  in  glacial  acetic 
acid  at  100  °C,  by  analogy  with  the  alkylation  of  guanosine  (see 
11 1. 3.1)  was  followed  by  hydrolysis  of  the  reaction  mixture  in  1  N 
aqueous  hydrochloric  acid.  Reversed  phase  HPLC  analysis  with 
photodiode  array  detection  of  this  mixture  (Figure  19)  led  to  the 


121 


identification  of  peak  4  as  adenine,  based  on  retention  time  and  uv 
maximum  (A,jax  ^59  nm).  Peak  6  was  tentatively  assigned  as  N3-(2’- 
hydroxyethyl thioeiihy I ) -adenine  (Amax  274  nm),  and  peak  N7  as  N9-(2'- 
hydroxyethylthioethyl ) -adenim*  (Aq^x  262  nm).  The  tentative 

CrrfC.f.iSt:.  itT  rf. 

-.00^  .S':'®  mU  Jtr.  ---  i'^'}  nri 


Figure  19.  Reveried  pheae  HPLC  chroMtogree  with  diode  errey 

detection  after  hydrolyeie  of  the  crude  reaction  nixture 
reaulting  froa  the  alkylation  of  adenoalne  with  auatard 
gaa  in  glacial  acetic  acid  at  100  °C.  The  chroaatograa  waa 
■eaaured  at  a  aet  wavelenght  of  267  na;  the  UV  apectra  of 
the  aejor  pcaka.  Matured  on*line,  are  alao  given.  The 
coluan  (2S0xS  m)  waa  packed  with  LiChroaorb  RPlS 
(particle  aixe  7  tm).  Bluent:  25  aN  aaaoniua  bicarbonate 
in  water/MChanol  (2/1.  v/y) 

aatiffMenta  of  the  latter  two  peaka  were  eorrobcrated  hy  mun»  of 
theraoapray«LC*MS,  idiieh  ahowed  pro tonated  parent  i<ma  at  m/*  •*  240, 
aa  expected  for  2*-hydroxyethylthioethyl  a<moadducta  of  adenine.  The 
product  eorreapondlng  with  peak  6  waa  iaolated  by  Mana  of  two 
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successive  purifications  on  a  reversed  phase  medium  pressure  Lobar 
column,  which  gave  the  product  in  ca.  1%  overall  yield.  A  final  proof 
of  the  structure  was  obtained  from  ^H-  and  ^^C-NMR  spectroscopy 
(Figure  20).  The  assignments  of  the  carbon  signals  are  based  on 
single  frequency  decoupling.  The  long  range  couplings  between  N-CH2 
and  C-2/C-4  indicate  that  the  2' -hydroxyethylthioethyl  moiety  is 
attached  to  N3. 


a  b 

787 
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Figure  20.  Chemical  shift  assignments  and  coupling  constants  for  the 
hydrogen  (400  MHz;  a)  and  carbon  atoms  (100.6  MHz:  b)  of 
N3-(2'-hydroxyethylthloethyl)-adenlne  in  DMS0>dg, 
excluding  C>H  couplings  within  the  2' -hydroxyethylthio¬ 
ethyl  group 

Simultaneously  with  the  N3  adduct,  a  small  quantity  of  the  supposed 
N9  adduct  was  isolated  from  the  Lobar  column.  The  structure  of  this 
product  was  tentatively  assigned  by  means  of  ^H-NMR  as  the  N9  adduct 
(data  not  given).  Ue  assume  that  this  adduct  has  been  formed  due  to 
partial  depurlnatlon  during  the  alkylation  reaction  in  glacial  acetic 
acid,  which  makes  the  N9  position  available  for  alkylation.  He  found 
no  evidence  for  the  formation  of  an  N1  adduct  of  adenine,  while  this 
product  has  been  isolated  from  the  reaction  of  2'-deoxyguanosine-3* • 
phosphate  (35)  and  of  adenine  (34)  with  semi -mustard  gas  In  aqueous 
solution. 

III. 5.  Attempted  synthesis  of  M7. adducts  of  2» -deQxvfuanoaine-S^- 
phnaphate 

One  of  the  most  straightforward  approaches  to  obtain  haptens  for  the 
generation  of  monoclonal  antibodies  agalnsi  adducts  of  mustard  gas 
with  WA  Is  the  synthesis  of  imcleotlde  adducts  corresponding  with 
the  major  adducts  which  have  been  Identified,  followed  by  coupling  to 
a  protein  of  such  nucleotide  adducts  via  the  lAiosphate  moiety  in 
order  to  raise  antibodies.  In  this  context  we  have  started  our 
efforts  to  obtain  haptens  with  attempts  to  synthesice  the  H7 
monoadduct  of  mustard  gas  with  2*-deoxyguanosine-5*-^s(Atate,  since 
the  N7  monoadduct  of  guanine  appears  to  be  the  most  abundant  adduct 
upon  alkylation  of  human  and  c^f-thymus  MIA  with  mustard  gas  (confer 
ni.15). 
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Reaction  of  2' -deoxyguanosine-5' -phosphate  with  a  50%  molar  excess  of 
mustard  gas  in  a  0.1  M  aqueous  triethylammonium  bicarbonate/- 
acetonitrile  mixture  (2/1,  v/v;  pH  7.5)  at  room  temperature  for  16  h 
gave  conversion  to  ca.  40%  of  one  major  reaction  product,  according 
to  anion  exchange  HPLC  analysis.  This  product  was  isolated  by  means 
of  anion  exchange  chromatography  on  a  Sepharose  Q  column,  using  a 
gradient  increasing  from  0.1  to  1.0  M  aqueous  triethylammonium 
bicarbonate.  This  gave  the  purified  reaction  product  in  ca.  16% 
overall  yield.  Attempts  to  obtain  thermospray  or  El  mass  spectra  of 
the  product  were  unsuccessful.  The  UV  maxima  of  the  adduct  in  aqueous 
solution  at  pH  1,  7,  and  13  were  at  255,  252,  and  at  267  nm, 
respectively.  The  similarity  of  these  spectra  with  those  of 


unsubstituted  2 ' -deoxyguanosine  (58)  and  the  absence  of  a  rapidly 
exchanging  hydrogen  atom  at  C8  in  the  ^H-NMR  spectrum  of  the  product 


in  O2O  indicated  that  the  desired  N7  adduct  had  not  been  obtained. 
Chemical  shifts  and  coupling  constants  in  the  ^H-  and  ^^C-NMR  spectra 


of  the  product  in  O2O  are  summarized  in  Figure  21.  The  splittings  in 


Figure  21.  Chemieal  shift  aseigMMnts  and  P-C  coupling  eonatanta  for 
the  hydrogen  (400  NKc;  a)  and  carbon  atone  (100.6  tots;  b) 
of  5*-(0>(2*-loidrox3retl^lthloet)qrl)  i^a]^te]>2**deoxy- 
guano,iine  in  D2O 
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the  ^H-decoupled  ^^C-NMR  spectrum,  which  are  due  to  ^de¬ 
couplings,  clearly  indicate  that  the  2' -hydroxyethylthioethyl  moiety 
is  attached  to  phosphate.  It  follows  that  alkylation  of  the  phosphate 
moiety  of  2 ' -deoxyguanosine-5' -phosphate  by  mustard  gas  has  taken 
place  al'ii  St  exclusively  with  formation  of  5' - [0-( 2 "-hydroxyethyl¬ 
thioethyl  )  phosphate ] -2 ' -deoxyguanosine . 

Ue  assume  that  this  preference  for  alkylation  of  phosphate  instead  of 
the  N7  position  of  the  guanine  base  is  caused  by  the  ionization  of 
the  weakly  acidic  (pK^  6.4)  and  strongly  nucleophilic  secondary 
hydroxyl  group  of  the  phosphate  moiety  at  the  pH  (7.5)  of  the 
reaction  (59).  Reaction  at  acidic  pH  in  order  to  protonate  the 
hydroxyl  group  is  not  feasible  in  view  of  the  rapid  depurination  of 
2' -deoxyguanosine  derivatives  at  acidic  pH  (99).  Therefore,  we 
attempted  the  alkylation  at  N7  of  2'-deoxyguanosine-3' ,5' -cyclic 
phosphate,  which  has  only  a  strongly  acidic,  weakly  nucleophilic 
group  at  the  phosphate  moiety.  If  successful,  the  reaction  product 
can  be  hydrolyzed  with  phosphodiesterase,  3 ',5 '-cyclic  nucleotide 
(E.C.  3.1.4.37)  (100),  to  give  the  desired  end  product,  according  to 
the  reaction  scheme  given  in  Figure  22.  The  reaction  was  performed 
under  the  same  conditions  as  those  described  above  for  2’- 
deoxyguanosine  S' -phosphate.  Anion  exchange  HPLC  as  well  as  ^H-NHR 
analysis  of  the  crude  reaction  mixture  after  replacement  of  solvents 
by  D2O  revealed  that  a  mixture  of  at  least  6  reaction  products  had 
been  formed.  No  attempts  were  made  to  isolate  individual  products.  As 
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Figure  22.  Reaction  echeam  for  the  attempted  ayntheaia  of  N7-(2''* 

hydroxyethyl-thioethyI)*2'>deoxyguanoslne-5'-f^a|^te  vie 
alkylation  of  2*-deo]ty>guanosine-3' .S'-eyelie  phoai^te 
with  auatard  gaa  and  aubaequant  en^nMtle  hydrolyaia  of 
tha  eyelio  phoafdtate  moiety 
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expected,  depurination  occurred  when  it  was  attempted  to  alkylate  the 
cyclic  phosphate  derivative  at  acidic  pH  (pH  4.5). 

A  final  attempt  was  made  to  obtain  the  desired  N7  monoadduct  of 
mustard  gas  with  2' -deoxynucleoside-5' -phosphate  by  means  of 
alkylation  at  N7  of  2' -deoxy-guanosine,  followed  by  phosphorylation 
of  the  5' -position  with  nucleoside  phosphotransferase  by  analogy  with 
the  published  procedure  for  the  N7  methyl  adduct  (101).  The  reaction 
scheme  is  given  in  Figure  23. 


Figure  23,  Reaction  echene  for  the  atteapted  syntheais  of  N7*(2"- 

hydroxyethylthioethyl)>2*>deoxyguanoaine-5*>phoaphate  via 
alkylation  of  2  * -deoxy-guanoaine  vith  auatard  gaa  and 
aubaequent  anxyaatic  phoaphorylation  at  ttM  5*>poaition 

2  * -Deoxyguanoaine  vaa  reacted  vith  auatard  gaa  aa  deaeribed  above  for 
2**deoxy>guanoaine*S*-phos|Aiate.  Cation  exchange  HPLC  of  the  crude 
reaction  Mixture  ahova  (Figure  24),  in  addition  to  the  peak  of 
unreacted  atarting  Material,  two  peaka  of  reaction  producta.  Snail 
aaounta  of  theae  produeta  vere  iaolated  1^  neaha  of  preparative 
reveraed  i^ae  HPLC  on  an  RP18  colunn.  ^H*NNR  of  the  firat  reaction 
product  indicated  that  thia  vaa  N7-(2*>hydroxyethylthioethyl}* 
guanine,  contaMinated  with  other  ^Identified  produeta.  Ve  aaauMe 
that  N7‘(2''>hydroxyethylthioettqrl)*2*  >deoxyguanoaine  haa  been  fonMd 
during  the  reaction,  but  that  depurination  has  proceeded  dinring  vork* 
up. 
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Figure  24.  Cation  exchange  HPLC  chromatogram  of  the  crude  reaction 
mixture  resulting  from  alkylation  with  mustard  gas  of  2'- 
deoxyguanosine  in  0.1  M  aqueous  trlethylammonium 
bicarbonate  (pH  7.5)/acetonitrile  (2/1,  v/v).  The  column 
(300x2  mo)  was  packed  with  Partisil-10  SAX.  Eluent; 
aqueous  KH2PO4  with  a  linear  gradient  increasing  from 
0,001  H  to  0.3  M  in  30  min.  UV  detection  at  254  no. 

Peak  1:  2' •deoxy-guanosine;  peak  2:  N7-(2"-hydroxyethyl- 
thioethyl)>2' -deoxyguanosine(?)  and  other  products; 
peak  3:  Ni*(2">hydroxyethylthioethyl)-2'-deoxyguanosine 

Analysis  of  the  and  ^^C-NMR.  spectra  in  DMSO-dg  of  the  last 
eluting  olnor  product  revealed  unequivocally  that  a  hitherto 
undescrlbed  adduct  of  mustard  gas  had  been  isolated,  l.e..  Nl>(2'*- 
hydroxyethylthloethyl)«2*>deoxyguanoslne.  The  asslgnnent  of  the 
carbon  signals  is  based  on  single  frequency  decoupling  experioents 
and  on  a  tvo«dioensional  heteronuclear  chenical  shift  correlated 
speetruB  (HETGOR;  see  Figure  25).  The  asslgnoent  of  C2  and  the 
hydroxylated  carbons  was  concluded  froo  the  observed  splittings  after 
addition  of  D2O  (ratio  H2O/D2O  ca.  1/1).  The  long  range  couplings  of 
approxioately  3  Hs  found  between  N>CH2  and  both  C6  and  C2  indicate 
that  the  2'*hydroxyethylthioethyl  ooiety  is  attached  to  Nl.  Cheoical 
shift  assignoents  and  sooe  coupling  constants  for  the  hydrogen  and 
carbon  atoas  of  the  Nl  adduct  are  suoMrixed  in  Figure  26.  ^e 
theroospray  HS  spectnia  of  the  Nl-adduct  had  oajor  peaks  at  o/z  -  372 
(MH^)  and  at  m/t  -  256  (MH*  of  Nl-(2'*hydroxyethylthicetkyl)- 
guanlne],  in  accordance  with  the  assign^  structure. 
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Figure  25.  Heteromicleer  cheaieel  shift  corrslstsd  (HBTCOR)  spsetrun 
of  iH.(2*-hydroxysthylthioethyl)-2'-dtoxygusnosine  in 
DKSO-dg 
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Figure  26,  Cheaical  shift  assignments  and  coupling  constants  for  the 
hydrogen  (400  MHz;  a)  and  carbon  atoms  (100.6  MHz;  b)  of 
Nl*(2">hydroxyethylthioethyl)-2* 'deoxyguanosine  in 
DMSO-dg 


III. 6. 


KvTvHrmrwo^ 


derivatives 


H«T.l 


Experience  with  the  attempted  S3mthesi8  of  N7  mustard  gas-adducts  of 
2* -deoxy-guanosine-S* -phosphate  had  learned  that  alkylation  at 
neutral  pH  leads  to  al«iost  exclusive  alkylation  of  the  weakly  acidic 
phosphate  moiety,  whereas  attempts  to  perform  the  synthesis  under 
conditions  of  complete  protonation  of  the  secondary  hydroxyl  moiety 
at  phosphate  lead  to  depurlnation  of  starting  material  and  of 
reaction  products.  Since  guanos lne-5' -phosphate  depurinates  more 
slowly  than  the  corresponding  deoxyribose  derivative  under  acidic 
conditions  and  since  haptens  derived  from  guanosine  adducts  for 
generation  of  antibodies  against  deoxy-guanosine  adducts  have  a 
similar  or  even  better  affinity  than  antibodies  raised  against  the 
actual  adducts  of  2*-deoxyguanosine  (101),  we  decided  to  attempt  the 
synthesis  of  mustard  gas-adducts  of  guanosine- 5 '-j^sphate  at  4.5, 
i.e,,  at  full  protonation  of  the  weakly  acidic  phos^te  moiety  (pK^ 
6.4). 


III. 6.1.  Synthesis  of  N7-(2"-hydroxyethvlthloethyl)-guanosine-5' - 

phosphate  and  of  di- f 2( Igiianosine-5 * -phosphate)-7-yl ) - 

£.thy.Il...g.uX£i4Q. 

A  10  mM  aqueous  solution  of  guanosine-5' -phosphate  was  alkylated  with 
20  mM  mustard  gas  for  16  h  at  room  temperature,  while  the  pH  was  kept 
at  4.5  by  means  of  automatic  titration  with  a  pH-stat  apparatus. 
Reversed  phase  HPLC  of  the  crude  reaction  mixture  (Figure  27)  showed, 
in  addition  to  starting  material  and  thiodiglycol ,  three  peaks 
presumably  corresponding  with  mono-  and  di-adducts  of  mustard  gas.  A 
pre- separation  of  reaction  products  from  unreacted  starting  material 
was  obtained  by  means  of  anion  exchange  chromatography  on  a  Sepharose 
Q  column.  By  using  water  as  an  eluens,  the  reaction  products  and 
thiodiglycol  are  eluted  whereas  starting  material  remains  on  the 
column.  A  separation  between  peaks  3  and  5  (confer  Figure  27), 
corresponding  with  N7  monoadduct  and  di-adduct,  respectively  (vide 
Infra),  was  obtained  by  re -chromatography  on  the  same  type  of  column 
using  a  0-1  M  gradient  of  aqueous  sodium  chloride.  Finally,  gel 


Figure  27.  HPLC  chroaetogrea  of  the  crude  reaction  aixture  obtained 
after  reaction  of  guanoeine«5*>phoaphate  with  a  lOOX  aolar 
excess  of  mustard  gas  in  aqueous  solution  at  rooa 
teaperature.  pH  4.5.  ileversed  i^se  chroaatography  on  an 
RP  18  coluam  (300x2  aa).  Eluent:  4  aM  (n-Bu)4MHS04  and 
0.3  M  KH2PO4  in  water/dethanol  (3/1.  v^).  UV  detection  at 
260  na.  Peak  1,  thiodiglycol:  peak  2,  guanosine*5*- 
phos|diate;  peak  3,  N7«(2**hydroxyethylthioethyl)* 
guanosine* 5* 'Phosphate;  peak4,  iniknoim;  peakS.  dl- 
l2{(guanosine'S*'|^oaphate)'7-yl)'ethyl]  sulfide 


chromatography  on  a  Sephadex  G-10  column  removed  thiodiglycol  and 
inorganic  salts  from  the  two  adducts.  The  monoadduct  was  obtained  in 
ca.  23X  yield  with  a  purity  of  ca.  94%  (estimated  from  ^H-NMR), 
whereas  the  di -adduct  was  isolated  in  ca.  4.5%  yield,  purity  ca.  90% 
(estimated  from  ^H-NMR) .  The  UV  spectra  of  the  monoadduct  in  aqueous 
solution  have  maxima  at  258,  258,  and  266  nm  at  pH  1,  7,  and  13, 
respectively,  whereas  the  corresponding  maxima  of  the  di-adduct  were 
found  at  266,  260,  and  266  nm,  respectively. 


The  FAB-MS  spectrum  of  the  monoadduct  (Figure  28)  shows  peaks  at  m/z 
490  (MNa"*")  and  at  468  (MH"*"),  whereas  additional  peaks  are  probably 
related  to  the  glycerol/thioglycerol  matrix.  Several  attempts  to 
obtain  a  FAB-HS  spectrum  of  the  di -adduct  were  unsuccessful. 


Figure  28.  Fast  atom  bombardment  (FAB)  mate  spectrum  of  N7*(2'** 
hydroxyethyl thioethyl ) -guanosine - 5 ' • phosphate .  The 
product  vas  ionised  from  a  glycerol/thioglycerol  matrix 
with  Xenon  atoms  (7-8  kV  acceleration  voltage) 

Analysis  of  the  and  ^^C-NKR  spectra  of  the  monoadduct  (Figure  29) 
shows  unequivocally  that  N7<(2''*hydroxyethylthioethyl)*guanosine*5'« 
phosphate  has  been  obtained.  The  assignment  of  the  cerbim  etom 
signals  in  DMS0>dg  is  based  on  single  frequency  decoupling 
experiments.  Long  renge  H-G  c<mplings  found  between  li•CH2  end  both  C8 
end  CS  indleete  thet  the  2 ' •hydroxyethyl thloetl^l  moiety  ie  etteched 
to  N7.  Moreover,  the  ^H*NMil  spectrum  in  D2O  shows  exehenge  of  t)M 
hydrogen  etom  et  C8  with  deuterium.  This  exehenge  of  the  eeidie 
hydrogen  etom  et  C8  is  ehereeterietic  for  N7  edduote  of  guenoeine  end 
guenosine*5*«phoeiihete  edducts  (102). 
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Figur*  29.  ChcaicAl  shift  sssignaents  and  coupling  constants  for  ths 
hydrogen  (400  MHz;  a)  and  carbon  atoas  000.6  MHz;  b)  of 
N7 • ( 2  * • hydroxyethy 1 thlosthyl ) -guanos ins • 5  * -phosphate  in 
DMSO-dg.  Asslgnaents  Marked  with  an  asterisk  may  be 
interchanged 

The  ^-NMR  spectruM  of  the  di-ad^t  gives  little  characteristic 
InfortMtlon.  An  analysis  of  the  spectrua  of  the  dl -adduct  In 

H2O/D2O  is  given  In  Figure  30.  The  assl^UMnt  of  the  carbon  atoa 
signals  Is  tentative.  The  assigned  structure,  l.e.,  dl-(2i(guanoslne- 
S'-phos|Auite)-7-yl)-ethyl]  sulfide,  was  concluded  froM  the  close 
slnllarity  of  the  chenlcal  shifts  to  those  of  the  M7  aoiKMUlduet.  In 
order  to  facilitate  coaparison,  the  spectrua  of  the 

aonoadduct  in  H2O/D2O  Is  also  given  In  Figure  30.  The  ^-IQA  spectrua 
of  the  dl-adduet  In  D2O  shows  also  t)w  exchange  of  the  acidic 
hydrogen  atoas  at  C8,  slallar  to  that  In  the  aonoadduct. 

It  should  be  noticed  that  the  dl-adduct  deco^^sed  within  a  few 
aonths  upon  storage  of  the  neat  solid  aaterlal  at  -80  <^0,  tdiereas  the 
aonoadduct  was  stable  under  such  eondltlona. 
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Figure  30.  Tentative  eheaical  shift  sssignBents  (a)  for  the  carbon 

atoBs  (100.6  MHz)  of  di*(2i(guanosineo3*>phoBphate)>7>yl)> 
ethyl]  sulfide  in  H2O/D2O.  For  coaparison  the 
corresponding  data  for  N7>(2''>hydroxytthylthioethyl)> 
guanosine>S**phosf^te  in  H2O/D2O  are  also  given  (b). 
Assignaents  aarlMd  by  an  asterisk  aay  be  interchanged 

III. 6. 2.  Atteanted  synthesis  of  W7  Bustard  eas..adducta  of  ethvl 

levultnaf.lft.y*  1*  .aeetsl  i 

Ruppreeht  at  al.  (103)  have  synthesized  2V.3'>0>(l>(2>carbexyethyl) 
ethylidene]>N7‘aethyl-guaneslne  5*«dipliosp^te  (see  Figure  31)  for 
eouplif^  of  its  carboxylic  function  to  AM-Sepharose  AB.  in  order  to 
obtain  an  affinity  coluan  for  the  purification  of  eukaryotic 
aessenier  ribomieleic  acid  cap  binding  protein.  Since  couf^ing  of 
carboxylic  acid  functions  to  proteins  is  M^ppossd  to  be  an  efficient 
aethod  of  couplii^  (104).  «e  have  attw^pted  (see  reaction  tcbeae  in 
Figure  32)  to  obtain  the  analogous  hapten  2* ,3*>0-(l*(2-carbo«yethyl) 
et^lidene]«N7*(2*-lqrdroxyetlqrlthioet^l)>gUMiosine  via  allq^laticn  of 
2*  ,3* •0*(l*(3-ethoi9>3*oxo«pro|^l)etl^iidane)  guanoaine  with  austard 
gas.  Due  to  insolubility  of  the  latter  derivative  in  mter,  the 
allqrlation  ims  atten^ted  in  DMS0*dg  and  in  glacial  acetic  i^id.  Sven 
if  traces  of  water  wore  added  to  these  solvents  Md  even  if  the 
solutions  were  heated  to  SO  ^  for  a  week,  no  reaction  coidd  be 
observed  according  to  spectroscopy.  It  was  CMcluded  that  the 
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reactivity  of  mustard  gas  in  nonaqueous  solvents  was  insufficient  to 
alkylate  the  N7  position.  Tiiis  reaction  route  was  abandoned. 


0 


0  0 


I 
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Figure  31.  Chealcel  structure  of  2*.3'*0*(l-(2-c«rboxyethyl)- 
ethylidene  ]*N7 -methyl -guenosine  S'-diphos|^te 


0  0 


Figure  32.  Attempted  reaction  sehiHw  for  the  eyntheeU  of  2*.3*-0-(i- 
'  (2-earboxyettqrI)ethyltdene{-ll7-(2*-tqrdrmcytthylthioethyi)- 
fuanoslne  ’■ 

III. 7.  Ktinttfii  flt  titdiioltv  ring  flUttini  of 

iBttfrBmtliyliAlMtlgn 

Addiieta  at  M7  of  guanoaine  and  their  5^-|diosphate  derivatives  are 
reaaonahly  stable  in  neutral  aqueous  solution.  Hoeever.  as  shown  in 
tte  reaction  sehsne  in  Pigun  33,  such  ceaiNiunds  degurinate  under 
acidic  conditions  whereas  aUtalins  reaction  conditions  e4mse  rii^ 
openif^  of  the  inidasoliun  ring.  Especially  the  latter  typ»  of 
reaction  nay  CMqplicate  the  inaunochenical  detection  of  IT? 

Ml^ts  of  guanine  in  ORA,  for  easaple  when  alltallne  conditions  are 
used  to  obtain  sif^e-strandod  ORA  fcottfer  111.14.2). 
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Figure  33.  Decomposition  reactions  of  N7-alkyl-guanosine-5' - 
phosphates  (R  >  alkyl)  in  acidic  aqueous  medium 
(depurination)  and  in  alkaline  aqueous  medium  (imidazoliUm 
ring  opening) 

For  this  reason,  we  have  measured  the  rate  of  ring  opening  of  7-(2"- 
hydroxyethylthioethyD-guanosine -5' -phosphate  under  alkaline 
v;ondltlons.  For  comparison  we  have  also  measured  the  reaction  rate  of 
the  corresponding  N7-methyl  derivative.  All  reactions  were  measured 
spectropholometrically  in  ca.  S6  aqueous  solution  at  pH  11.2, 

25  °C,  which  appeared  to  be  convenient  coiKiitions  to  measure  the 
reaction  rates.  As  shown  in  Figure  34,  the  UV  spectra  in  the  course 
of  the  reaction  show  sharp  isosbestic  points  over  a  time  course  of 
several  half  lives,  which  indicates  that  a  well-defined  reaction  of  a 
sufficiently  pure  substrate  is  being  measured.  Very  similar  spectra 
are  obtained  with  the  corresponding  N7-Qethyl  derivative  under  the 
same  reaction  conditions. 

(Pseudo)  first  order  rate  constants  were  calculated  from  a  plot  of 
the  log  of  the  difference  between  the  absorbance  at  a  given  time  aftd 
the  absorbance  of  the  imidazolium  ring  opened  compound.  We  measured 
this  difference  at  266  nm,  l.e..  at  the  wavelength  of  maximal 
difference  between  the  absorbances  of  the  ring  opened  product  and  the 
starting  compound  (Figure  34).  A  representative  example  pf  such  a 
plot,  pertaining  to  run  1  In  Table  5,  is  given  in  Figure  3S. 


(MvaicfiBth  (nm) 


Figur*  34.  UV  siMetra  of  N7*(2*-hydrojiy«thylthio«thyl)-gu«no»lno-5* • 
phoophato  (86  iM)  in  th«  eourao  of  iaidaioIiuB  ring 
optning  in  «n  aquooua  aodiua  earbonata  buffar,  pH  11.2, 

25  ^C.  Tha  apaetra  vara  takan  aftar  0  (1).  30.  60,  90, 
120,  and  360  (6)  nin 

Tha  aaaaurad  abaorbaneaa  (A^)  at  266  rai  and  tha  calculatad 
diffarancaa  (A«  >  A^)  batvaan  thla  abaerbanoa  and  tha  abaorbanca  A« 
for  coaplata  ring  bpaning  of  tha  ttfo  117  adduota  aa  a  funetim  of 
raaction  tlna  ara  givan  in  Tablaa  5  and  6,  for  tvo  duplieata  nma. 
Rata  conatanta  calculatad  froa  data  pointa  aaaaurad  within  ttM  firat 
half  Ufa  tine  of  tha  raaction  vara  not  aignifieantly  diffarant  froa 
thoaa  caleidatad  ovar  aavaral  half  Ufa  tiaaa.  Tha  calculated  rata 
conatanta  and  half  livaa  ara  auaaarisad  in  Table  7. 


Figure  35.  Plot  of  reaction  tiae  veraua  natural  logarithm  of  the 

difference  between  the  abaorbance  (266  nm)  at  a  given  tine 
(At)  and  the  abaorbance  of  the  coapletely  inidazoliua  ring 
opened  N7*(2*'-hydroxyethylthioethyi)>guanoaine*5* - 
phoaphate  (A«)  in  aqueoua  aolution,  pH  11.2,  25  ^C.  Data 
taken  fron  Table  5,  run  1 

The  reproducibility  of  the  aeaaurenenta,  aa  evidenced  by  the  data  in 
Table  7  auggeat  that  it  nay  be  concluded  that  ring  opening  of  the  N7> 
(2 *<hydroxyethylthioethyl) •derivative  ia  alightly  but  aignificantly 
f eater  than  that  of  the  correaponding  N7>aethyl  derivative.  Such  an 
order  of  reactivity  ahdudd  be  expected  (61«64)  ainee  the  electrwn 
withdrawing  character  of  the  (2*>hydroxy*ethylthioethyi)  nolety  ia 
preaumably  aligjhtly  larger  than  that  of  the  nethyl  group. 
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Table  5.  Absorbances  at  266  nm  (A^)  measured  In  the  course  of  ring 
opening  of  N7-(2"-hydroxyethylthioethyl)-guanosine-5' - 
phosphate  (86  fM)  in  a  buffered  aqueous  solution,  pH  11.2, 
25  °C,  and  calculated  differences  (A®  -  A^)  between  this 
absorbance  and  the  absorbance  after  complete  reaction  (Ao,) 


Time 

(min) 

At 

Run  1 

(266  nm) 

Run  2 

-In 
Run  1 

(Aco’A^  ) 

Run  2 

0 

0.4731 

0.5685 

0.6990 

0.5416 

5 

0.5154 

0.6158 

0.7879 

0.6264 

10 

0.5501 

0.6552 

0.8673 

0.7030 

15 

0.5795 

0.6897 

0.9398 

0.7752 

20 

0.6062 

0.7205 

1.0106 

0.8444 

25 

0.6314 

0.7491 

1.0823 

0.9133 

30 

0.6538 

0.7751 

1.1507 

0.9803 

35 

0.6745 

0.7992 

1.2184 

1.0467 

40 

0.6940 

0.8224 

1.2866 

1.1150 

45 

0.7122 

0.8440 

1.3548 

1.1832 

50 

0.7294 

0.8632 

1.4238 

1.2479 

55 

0.7448 

0.8822 

1.4899 

1.3164 

60 

0.7602 

0.8995 

1.5606 

1.3831 

65 

0.7742 

0.9164 

1.6296 

1.4529 

70 

0.7870 

0.9315 

1.6972 

1.5196 

75 

0.7994 

0.9470 

1.7673 

1.5931 

80 

0.8101 

0.9612 

1.8363 

1.6655 

85 

0.8220 

0.9740 

1.9092 

1.7356 

90 

0.8318 

0.9864 

1.9776 

1.8085 

95 

0.8414 

0.9968 

2.0495 

1.8741 

100 

0.8504 

1.0082 

2.1219 

1.9512 

105 

0.8588 

1.0185 

2.1946 

2.0265 

110 

0.8667 

1.0280 

2.2682 

2.1013 

115 

0.8742 

1.0371 

2,3434 

2.1786 

120 

0.8811 

1.0457 

2.4180 

2.2576 

125 

0.8875 

1.0538 

2.4925 

2.3382 

130 

0.8938 

1.0614 

2.5718 

2.4202 

and 

0.9702 

1.1503 
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Table  6.  Absorbances  at  266  nm  (A^)  measured  in  the  course  of  ring 
opening  of  N7-methyl-guanosine-5' -phosphate  (86  ^M)  in  a 
buffered  aqueous  solution,  pH  11.2,  25  °C,  and  calculated 
differences  (A*,  -  A^)  between  this  absorbance  and  the 
absorbance  after  complete  reaction  (Ago) 


Time 

(min) 

At  (266 

Run  3 

nm) 

Run  4 

-In 
Run  3 

(Aoo-At ) 

Run  4 

0 

0.8495 

0.8064 

0.3279 

0.9054 

5 

0.8894 

0.8251 

0.3849 

0.9527 

10 

0.9280 

0.8440 

0.4433 

1.0029 

15 

0.9650 

0.8621 

0.5027 

1.0535 

20 

1.0001 

0.8794 

0.5625 

1.1044 

25 

1.0327 

0.8960 

0.6214 

1.1558 

30 

1.0634 

0.9120 

0.6802 

1.2080 

35 

1.0931 

0.9280 

0.7407 

1.2630 

40 

1.1208 

0.9441 

0.8005 

1.3216 

45 

1.1471 

0.9588 

0.8609 

1.3783 

50 

1.1720 

0.9732 

0.9216 

1.4372 

55 

1.1952 

0.9874 

0.9816 

1.4988 

60 

1.2174 

1.0004 

1.0427 

1.5587 

65 

1.2390 

1.0134 

1.1059 

1.6225 

70 

1.2594 

1.0260 

1.1696 

1.6885 

75 

1.2782 

1.0377 

1.2320 

1.7539 

80 

1.2965 

1.0495 

1.2968 

1 . 8245 

85 

1.3138 

1.0607 

1.3622 

1.8965 

90 

1.3298 

1.0711 

1.4267 

1.9683 

95 

1.3464 

1.0818 

1.4983 

2.0479 

100 

1.3611 

1.0920 

1.5664 

2.1303 

105 

1.3751 

1.1024 

1.6358 

2.2219 

110 

1.3884 

1.1115 

1.7065 

2.3096 

115 

1.4008 

1.1208 

1.7773 

2.4079 

120 

1.4124 

1.1300 

1.8483 

2.5158 

125 

1.4244 

1.1394 

1.9276 

2.6395 

130 

1.4354 

1.1481 

2.0062 

2.7694 

end 

1.5699 

1.2108 
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Table  7.  Calculated  (pseudo)  first-order  rate  constants  (k;  min"^) 

and  half  lives  (min)  for  imidazolium  ring  opening  of  two  N7- 
alkyl-guanosine-5' -phosphates,  in  aqueous  buffer  at  pH  11.2, 
25  oc 


Run 

k 

(min*^) 

Half  life 
(min) 

la 

0.01410 

49.16 

2a 

0.01413 

49.05 

Averaged* 

0.01411 

49.10 

3b 

0.01277 

54.30 

4b 

0.01279 

54.19 

Averagedb 

0.01278 

54.25 

®  Alkyl  -  2 ' -hydroxyethylthioethyl 
b  Alk^l  .  methyl 


111.8.  Synthesis  of  model  peptides* 

In  order  to  find  out  which  type  of  products  can  be  expected  upon 
reaction  of  mustard  gas  with  proteins,  ve  have  synthesized  several 
simple  model  peptides  of  single  amino  acids  having  functional  groups 
in  the  side  chain  which  may  be  prone  to  alkylation.  Based  upon  early 
investigations  on  the  reactions  of  mustard  gas  and  other  alkylating 
agents  with  proteins  and  amino  acids  (40-43,49),  valine,  aspartic 
acid,  glutamic  acid,  cysteine,  methionine  and  histidine  were 
selected.  The  structures  of  the  peptide  derivatives  are  shown  in 
Figure  36. 

X-NH-CH(Y)-C(0)NHCHs  X  -  H  ;  Y  -  CH(CH|)| 

CHiC(0}  :  CHfCOOH 

CH,C(0)  :  O^O^COOH 

0^0}  ;  CH|SH 

CH|C(0)  ;  O^HiSCHi 

0^(0}  :  c»b-t>n 

Figure  36.  Chemical  structures  of  model  peptides  synthesized  for 

Investigation  of  the  alli^latlon  of  various  side  chains  of 
amino  acids 

In  the  case  of  valine,  the  o-amlno  group  was  left  unprotected  In 
order  to  find  out  which  products  can  be  expected  upon  reaction  with 
musUrd  gas  of  the  terminal  amino  group  of  a  protein,  e.g.,  the  amino 
group  of  valine  In  the  a-chaln  of  hemoglobin  (65).  In  all  other  amino 
adds  both  the  m-salno  and  the  a-oarb<^llo  add  group  were  protected 
as  amides  by  means  of  acetylation  and  <torlvatlsatlon  with 
metl^ladne.  respectively.  In  this  way  only  the  nucleophilic  groups 
in  the  side  chains  are  availaU.e  to  react  with  mustard  gas  (105). 


*  In  this  report  It  is  assumed  that  all  amino  adds  have  the  natural 
L-conflguratlon,  unless  mentioned  otherwise. 
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The  synthesis  of  the  model  peptides  was  straightforward  Valine- 
methylamide  was  obtained  via  trans-amidation  of  N - benzyl oxycarbonyl - 
valine-methyl  ester  with  methylamine,  followed  by  hydrogenolysis  of 
the  benzyloxycarbonyl  group,  according  to  the  reaction  scheme  in 
Figure  37.  Both  the  histidine  and  methionine  peptides  were 
synthesized  from  the  corresponding  N-a-acetyl  derivatives  via 
esterification  by  means  of  the  mixed  anhydride  method  with  acetyl 
chloride,  followed  by  trans-amidation  of  the  ester  with  methylamine 
as  shown  in  Figure  38. 
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Figure  37.  Reaction  equation  for  the  synthesis  of  vallne-aethylamide 
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Figure  38.  Reaction  scheoie  lor /the  synthesis  of  N-a*aeetyl 

tt-Mthylaaide  derivatives  of  MiEhionine  (R<^H2SCH3)  and 
histidine  (R-lt..) 


The  peptide  deri**etlves  of  aspartic  acid  and  glutaaie  acid  were 
obtain^  by  Mans  of  the  redetion  sequence  given  in  Figure  39.  The 
aaino  acid  in  vhleh  the  aide  ctuiiri  carboxylic  acid  function  is 
protected  by  Mans  of  a  bensyl  ester  is  N-acetylated  with  acetic 
anhydride.  Next,  the  a*earboxylie  acid  function  is  esterified  with 
ethanol  by  Mans  of  the  Mixed  anhydride  Method  with  ethyl 
chloroforMie,  and  is  'trans<aMidated  with  MthylsMine.  Finally 
hydrogenolysis,  catalyted  by  palladiuM  on  charcoal,  roMOvea  the 
protective  bensyl  group. 
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Figure  39.  Reaction  scheme  for  the  s}mthesis  of  N*a-acetyl 
a-methylamide  derivatives  of  aspartic  (n-l)  and 
glutamic  (n-2)  acid 

The  N-acetyl*cy8teine*methylamide  was  obtained  according  to  the 
reaction  scheme  in  Figure  40  starting  from  S-benzyl -cysteine-methyl 
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Figur*  40.  Reaction  schtM  for  tho  oynthosis  of  N<^aeotyl-cyatoino- 
Mtt^lanido 


ester.  After  trans-amidation  with  methylamide  followed  by 
acetylation,  the  protective  group  was  removed  by  hydrogenolysis  with 
sodium  in  liquid  ammonia. 

III. 9.  Synthesis  of  the  ma-for  adducts  of  mustard  gas  with  model 
ESPti^gg. 

The  products  of  the  alkylation  reactions  of  model  peptides  with 
mustard  gas  in  aqueous  solution  at  pH  7.5  were  identified  tentatively 
with  thermospray  MS-detected  HPLC  of  the  reaction  mixtures,  as  will 
be  described  in  III. 10.  In  order  to  identify  the  major  products  in  a 
definitive  way,  these  were  synthesized  by  independent  routes, 
purified,  and  fully  identified  with  spectroscopic  techniques. 

Co -chromatography  with  the  reaction  mixture  obtained  from  alkylation 
with  mustard  gas  in  aqueous  solution  served  to  establish  that  the 
reaction  products  were  identical  with  the  independently  synthesized 
products. 

It  will  also  be  essential  to  have  available  the  pure  reaction 
products  in  order  to.  perform  competition  experiments  on  a 
quantitative  basis,  in  which  excess  of  a  mixture  of  the  various  model 
peptides  will  be  reacted  in  aqueous  solution  with  mustard  gas. 

III. 9.1.  ai(2  * -HydrQxyftthyLthiQgthyl ) • valing-afithylaBitfg 

In  a  first  attempt  to  prepare  N- (2* -hydroxyethylthioethyl) -valine- 
methylamide  (confer  III. 10.1),  we  have  used  a  variant  of  the 
procedure  of  Grant  and  Kinsey  (72),  who  obtained  N-(2'- 
hydroxyethylthioethyl) -valine  from  the  reaction  of  valine  with  semi- 
mustard  gas.  According  to  the  reaction  scheme  in  Figure  41,  we 
alkylated  valine-methylamide  with  a  SOX  molar  excess  of  2- 
acetoxyethyl  2* -chloroethyl  sulfide  (confer  III. 2. 2)  in  aqueous 
solution  at  pH  9-10.  Analysis  of  the  reaction  products  with  ^H-NMR 
indicated  that,  in  addition  to  the  desired  product,  substantial 
amounts  of  the  bis  N-(2*-hydroxyethyl>thioathyl)-substituted  valine- 
methylamide  derivative  were  formed.  The  protective  acetyl  group  was 
hydrolyzed  during  alkylation  at  alkaline  pH.  Attempts  to  isolate  the 
mono -substituted  product  by  means  of 
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Figure  41.  Reaction  scheme  for  the  synthesis  of  lt-(2*-hydroxyethyl- 
thloethyl) -valine-methylamide  via  alkylation  of  valine- 
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cation  exchange  chromatography  with  Sepharose  S,  or  by  means  of 
preparative  TLC  were  unsuccesful.  Finally,  reversed  phase  HPLC  gave 
ca.  1  mg  of  product,  which  was  pure  according  to  thermospray  MS 
analysis  (MIF,  m/z  -  235). 

A  better  route  of  synthesis  of  the  desired  N-(2'-hydroxyethylthio- 
ethyl)-valine-methylamide  is  outlined  in  Figure  42.  Reaction  of 
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- i  CHi-CH-CH-C-OCH, 
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Figure  42.  Reaction  scheme  for  the  synthesis  of  N-(2'-hydroxyethyl- 
thioethyD-valine-methylamlde  via  alkylation  of  valine 
with  semi-mustard  gas,  followed  by  esterification  and 
trans-amidation  of  the  carboxylic  acid  function 

valine  with  semi -mustard  gas  according  to  the  procedure  of  Grant  and 
Kinsey  (72)  yielded  N> (2* -hydroxy-ethyl thioethyl)-val ine  in  31X  yield 
with  a  purity  of  ca.  SOX  (^H-NMR).  This  crude  product  was  converted 
into  the  corresponding  methyl  ester  with  diazomethane  (yield  SOX), 
whereas  ca  12X  N-(2' «hydroxyethylthioethyl)-N-methylvallne-mathyl 
ester  was  formed  as  a  byproduct  (^H-NHR).  Subsequent  trans-amidation 
with  aqueous  methylamine  converted  both  esters  into  the  corresponding 
methylamidea  in  ca,  SOX  yield.  A  final  purification  means  of 
medium  pressure  preparative  chromatography  on  a  Lobar  column  packed 
with  Lichrosorb  RP  18,  with  methanol/teater  (l/l,v/v)  as  eluent,  gave 
the  desired  product  in  IIX  yield. 

III. 9. 2.  l-Methyl-3-ae«t:amtdQ-Bueetntmlde 

l-Methyl-3-aeetamldo-succinimide,  the  major  product  resulting  from 
the  alkylation  of  N-acetyl -aspartic  aeid-l-mat)qrlamide  with  mustard 
gas  in  aqueous  solution  and  subsequent  cyelization  (confer  III. 10. 2), 
was  synthesized  in  64X  yield  by  means  of  cyelization  of  N-acatyl- 
aapartie  aeid-4-methyl  ester -1 -methyl -amide  in  mathanol/triethyl - 
amine,  as  shown  in  Figure  43.  The  4-methyl  eater  was  obtained  by 
esterification  of  N-aeetyl -aspartic  aeid-l-methylamide  in  methaiwl 
in  the  presence  of  acetyl  chloride. 
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Figure  43.  Reaction  scheme  for  the  synthesis  of  1-methyl -3-acetamido- 
succinimide  via  cyclization  of  N-acetyl -aspartic  acid- 
methyl  ester-1 -methylamide 

III. 9. 3.  N-acetvl -glutamic  acid-5-/2^ -hvdrQXvethvlthioethvl)  ester- 


Esterification  of  N-acetyl -glutamic  acid- 1 -methylamide  with  a  slight 
molar  excess  of  thiodiglycol  in  N,N-dimethylformamide  at  room 
temperature  in  the  presence  of  dicyclohexylcarbodiimide  and  of  a 
catalytic  amount  of  4-dimethyl -aminopyridine  (75),  gave  an  almost 
quantitative  conversion  to  the  desired  N-acetyl -glutamic  acld-5-(2'- 
hydroxyethylthioethyl)  ester- 1 -methylamide  according  to  the  reaction 
scheme  in  Hgure  44.  Trituration  with  diethyl  ether  removed  a 
small  amount  of  the  corresponding  diester  derivative  of  thiodiglycol. 
According  to  ^H-NMR  and  thermospray  MS.  the  oily  product  (MIf*’,  m/z  •> 
185)  contains  only  traces  of  this  diester  (Hlf*',  ig/z  »  491). 
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Figure  44.  Reaction  scheme  for  the  synthesis  of  N-scetyl -glutamic 

ae id • 3 • <  2  * -hydroxyeti^l thioethyl )  ester- 1-methylamide  via 
esterification  of  N-acetyl -glutamic  acid- l-methylasilde 
with  thiodiglycol  in  the  presence  of  dicyclohexylcarbo- 
diimide  (DCC) 


in. 9. 4.  M-tt-seetYl-Kl-f  2*  .hydrQxvethvlthioethvl  )-hlstidtne. 

It  appeared  that  N-m-aeetyl -histidine -methylamide  reacts  rather 
sluggishly  with  mustard  gas  and  with  derivatives  of  semi -mustard  gas. 
After  several  preliminary  experiments  we  found  that  alkylations  in 
methanol  as  solvent  with  semi -mustard  gas  in  which  the  hydroxyl  group 
is  protected  (confer  111.2),  in  the  presence  of  ant^rous  sodium 
carbonate  for  neutralisation  of  acids  produced  during  the  reaction 
(76),  gives  the  least  unsatisfactory  results. 
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2-Trimethylsilyloxyethyl  2' -chloroethyl  sulfide  was  refluxed  in 
methanol  for  7  days  with  a  4-fold  molar  excess  of  N-o-acetyl- 
histidine-methylamide  and  anhydrous  sodium  carbonate.  The  large 
excess  of  histidine  derivative  was  used  in  order  to  suppress  the 
formation  of  di- substituted  adducts.  Analysis  of  the  reaction  mixture 
with  thermospray  MS-detected  reversed  phase  LC  shoved  that  two  mono- 
substituted  products  were  formed,  as  well  as  a  late  eluting  di -adduct 
with  unelucidated  structure  (confer  111.10.5).  Apparently,  the 
adducts  had  lost  their  protective  trimethylsilyl  groups  during  the 
alkylation  reaction.  Preparative  medium  pressure  chromatography  of 
the  reaction  mixture  on  a  reversed  phase  Lobar  column  gave  two 
fractions,  each  containing  one  of  the  monoadducts.  Subsequent  medium 
pressure  chromatography  of  the  first  eluting  monoadduct  on  a  straight 
phase  Lobar  column  gave  a  mono-substituted  adduct  in  ca.  0.5Z  overall 
yield,  with  a  purity  of  95X  (HPLC,  UV  detection  at  220  nm). 
Thermospray  MS  analysis  of  the  product  shoved  at  xn/z  -  315.  The 
structure  of  the  adduct  was  derived  from  an  analysis  of  the  and 
^^C-NMR  spectra.  The  assignment  of  the  carbon  signals  was  based  on  a 
two-dimensional  heteronuclear  chemical  shift  correlated  (HETCOR) 
spectrum,  as  shown  in  Figure  45.  The  point  of  attachment  of  the  (2'- 
hydroxyethylthioethyl)  moiety  was  concluded  from  the  results  of 
single  frequency  decoupling  experiments  in  conjunction  with  a 
comparison  of  the  shifts  of  the  ring  carbon  atoms  with  those  of  the 
isomeric  N3(r)  compound  (see  III. 9. 5). 
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Figure  45.  Heteroimclear  cheaical  shift  corrslstsd  (HCTCOR)  spectrua 
of  N>a>sc«tyl>N*l*(2*«hydroxysthylthloothyl)*hlttidins- 
MChylsalds  in  DHSO>dg  (1  bond  C>H  couplings) 

in.9.S.  N-o-seotyl-Ml-<2*-hydroxystt^ylthtoot>^yl  l.htsttdlno. 
■sthvlsaids 

The  fraction  containing  tha  second  adduct,  as  obtainad  froa  ravaracd 
phaaa  Lobar  chroaatography  of  tha  raaction  aixtura  dascribad  in 
111.9.4,  tMa  further  purified  by  seal 'preparative  revaraad  phase 
HPLC.  This  gave  the  second  aonoadduct  with  a  purity  of  ca.  95X  (HPLC, 
UV  detection  at  220  na)  in  0.5X  yield  (theraospray  HS:  Ml*'  at  m/%  • 
H5).  The  structure  of  the  adduct  followed  froa  an  analyaia  of  tha 
and  spectra.  As  in  the  case  of  tha  HI  adduct,  the  carbon 

signals  are  derived  froa  a  two'diaenaioni.i  hataronuclaar  chaaical 
shift  correlated  spectrua  (HBTCOR),  as  shewn  in  Figure  46.  The  long 
range  couplings  of  )'4  Ht  tetween  hydrogen  in  IICH2  and  C2/C4,  as 
found  by  a  single  frequency  decoupling  experiaent.  Indicate  that  the 
(2'>hydroxyethylthioethyl)  aoiety  ia  attached  to  M3. 
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Figur*  46.  ItouronuclMr  chMical  thift:  corrtlaecd  (HCTCOR)  apactnia 
of  N*a*acctyl>N3*(2''hydroxy«chylChio«thyl)*histidiM‘ 
Mthylaaidt  in  OMSO*dg  (1  bond  C*H  couplings) 

Tho  N1  and  N3  aonoadducta  war#  alao  obtainad  froa  alkylation  of  N-o- 
aeatyl  hiatidina  aathylaaida  undar  ttta  aaaa  raaction  conditlona  aa 
daacribad  in  111.9.4,  but  uaing  aquiaolar  2>acatoxyathyl  2*> 
chloroathyl  aulfida  (confar  111.2.3)  aa  alkylating  agant  inataad  of 
tha  triaathylailyl  protactad  darivativa  of  aaai«nuatard  gas.  Tha 
acacyl  darivativa  of  aani'auatard  gaa  ia  nora  raactiva  than  tha 
triaathylailyl  darivativa  ainca  a  laaetion  pariod  of  7  h  vaa 
iuffieiant  to  obtain  a  aaxiaal  convaraion.  Alao  in  thia  caaa,  tha 
protact iva  aeatyl  group  had  hydrolyaad  froa  tha  alkylation  produeta 
at  tha  and  of  tha  raaction  pariod.  Saparation  of  tha  tao  aono* 
aubatitutad  adducta  uaa  aehiavad  aaana  of  praparativa  aadiua 
praaaura  chroaatography  on  a  atrai^t  phaaa  Lobar  eoluan.  with  tha  N3 
adduct  noa  aluting  ahead  of  tha  HI  adduct.  Tha  N3  adduct  vaa  rcery> 
atalliaad  fron  diethyl  ether  containing  U  (v/v)  of  aathanol  aiehentt 
further  ehroaatographic  clean- up.  ahleh  gave  a  product  aith  93t 
purity  (HfLC,  UV  dataetion  at  220  na)  in  O.tX  yield.  All  analyaaa  of 
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the  product  were  the  same  as  those  of  the  N3  adduct  resulting  from 
alkylation  with  the  trimethylsilyl  derivative  of  semi -mustard  gas. 

For  practical  reasons,  no  attempts  were  made  to  obtain  the  N1  adduct 
from  the  reaction  mixture. 

I I I. 10.  Reactions  of  model  peptides  with  mustard  gas 

Reactions  of  the  model  peptides  with  varying  molar  ratios  of  mustard 
gas  were  performed  in  aqueous  solution  at  25  °C.  Depending  on  the 
reactivity  of  the  model  peptide  relative  to  water,  hydrochloric  acid 
is  produced  from  mustard  gas  due  to  alkylation  of  the  peptide  and 
hydrolysis  to  thiodiglycol .  In  order  to  maintain  an  approximately 
physiological  pH,  the  solution  was  titrated  automatically  during  the 
reaction  with  0.1  N  NaOH  to  pH  7.5,  by  means  of  a  pH-stat  apparatus. 
This  procedure  is  preferred  over  the  use  of  a  buffer  since  this  would 
involve  the  complication  of  alkylation  of  the  buffer  components  in 
competition  with  the  model  peptide  (compare  III. 11. 2). 

When  the  reaction  had  subsided  after  4-24  h  or  after  0.5  h  for  the 
cysteine  derivative,  the  aqueous  solution  (10-50  ml)  was  concentrated 
to  a  small  volume.  Addition  of  ethanol  dissolved  the  organic  reaction 
products  while  sodium  chloride  precipitated.  The  filtered  solution 
was  used  for  analysis  with  reversed  phase  LC  and  thermospray- LC-MS 
detection.  The  usual  eluent  was  0.1  H  aqueous  ammonium 
acetate/methanol  (1/1,  v/v) .  It  was  observed  in  several  cases  that 
chlorine  in  reactive  2-chloroethyl-thioethyl  moieties  was  replaced  by 
acetate  due  to  reaction  in  the  thermospray  MS  detector. 

III. 10.1.  Valine -methvlamide  (65) 

An  aqueous  solution  of  valine -methylamlde  (0.38  M)  was  reacted  with 
equimolar  mustard  gas  for  24  h.  The  thermospray -LC-MS  chromatogram  is 
given  in  Figure  47,  together  with  the  thermospray  laass  spectra  of  the 
various  peaks. 

As  mentioned  above,  it  is  assumed  that  2-acetoxyethyl  2' -hydroxyethyl 
sulfide  (peak  1)  is  formed  by  replacement  of  chlorine  in  semi -mustard 
gas.  In  a  similar  way,  peak  5  corresponding  with  N-(2' -acetoxyethyl - 
thi>  ethyl )-valine-methyiamide  (MH"*".  m/z  -  277),  may  have  been  formed 
from  N-(2'-chloroethvlthloethyl)-vallne-methylamlde.  The  latter 
product  is  the  obvious  intermediate  needed  for  the  subsequent 
formation  of  the  di -adduct  bis [2- (isopropyl -N-mettwlcarbamoylmethyl- 
amino)ethyl]  sulfide  corresponding  with  peak  7  (HIF;  m/z  -•  347), 
whereas  hydrolysis  of  this  intermediate  would  lead  to  the  formation 
of  N-(2' -hydroxyethylthioechyl)-vallne-methylamide  (peak  6;  at 
m/z  -  235),  Obviously,  the  latter  product  may  also  have  been  formed 
by  alkylation  of  valine-methylamlde  with  semi-mustard  gas.  The 
product  corresponding  with  peak  4  (MH^,  m/z  «  217)  has  been 
tentatively  assigned  the  structure  N-(vlnylthloethyl)-vallne-methyl- 
amide.  It  may  have  been  formed  either  by  elimination  of  hydrogen 
chloride  from  N-(2' -chloroethylthioethyi)-valine-methylamide  or  by 
elimination  of  water  from  N-(2'-hydroxyethylthi6ethyl)-vallne- 


Figure  47.  Therao8pray*LC'NS  chronatograa  and  aasa  ipectra  of  the 
various  peaks  afrrr  reaction  of  valine 'Swthylaaide 
(0.38  N)  with  equisiolar  austard  gas  in  aqueous  solution. 
pH  7.3.  23  OC 

nethylanide .  Without  isolation  and  subsequent  NHR-analysls  of  the 
product  corresponding  with  peak  4.  the  possibility  canno:  be  excluded 
that  it  has  a  cyclic  structure  instead  of  a  vinyl  group.  The  cyclic 
product,  l.e. .  4-(i8opropyl •N>Mthylcarbaaoyl)aethyl*tetrahydro-l ,4> 
thiazine  aay  have  bean  foriMd  by  an  internal  alkylation  reaction  of 
N>(2<chloroethyithloethyl )-vallne>Meth>iaBide.  acrordlng  to  the 
reaction  scheM  shown  in  Figure  48. 
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Figure  48.  Proposed  reaction  scheme  for  the  tentative  formation  of 
4 - ( isopropyl - N - me  thyl carbamoyl ) methyl - te  t  rahydr o -1,4- 
thiazine  during  the  alkylation  of  valine -methylamide  with 
mustard  gas  in  aqueous  solution,  pH  7.5.  25  °C 

The  formation  of  a  large  number  of  reaction  products  under  the 
reaction  conditions  as  described  above  does  not  permit  to  conclude 
which  reaction  products  are  of  primary  importance.  Therefore  the 
experiment  was  repeated  with  a  10-fold  lower  concentration  of  mustard 
gas,  i.e.,  with  a  large  excess  of  valine-methylamide .  As  shown  in 
Figure  49,  the  thermospray-LC-MS  chromatogram  now  clearly  shows  that 
N- (2 * -hydroxyethylthioethyl) -valine-methylamide  is  the  major  reaction 
product,  with  formation  of  a  small  amount  of  di-adduct.  Ue  consider 
the  formation  of  the  dl -adduct  as  nonrelevant  for  the  in  vivo 
situation  since  it  Is  highly  improbable  that  two  valine  moieties  are 
close  enough  together  in  the  tertiary  structure  of  a  protein  to 
enable  the  formation  of  a  di -valine  adduct. 

The  structure  of  the  major  leaction  product  was  confirmed  by 
independent  synthesis  (cf  III. 9.1)  and  co -chromatography  of  this 
synthetic  product  with  the  abo'e- mentioned  product  in  reversed  phase 
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Figure  49.  Ther»o8pr«y-LC-MS  chrtMMtogMB  end  oast  spectra  of  the 
various  peaks  after  reaction  of  valine -aethylaalde 
(0.38  H)  In  tenfold  aolar  excess  with  Bustard  gas  In 
aqueous  solution.  pH  7.3.  23 

ni.10.2  W.Aeetvl  aspartic  BCid-l-tthYliaide 

An  aqueous  solution  of  N*acetyl •aspartic  acld*l*BethylaBlde  (28  bM) 
was  reacted  wlih  a  15X  Bolar  excess  of  austard  gas.  A  reaction 
ensued,  which  was  coaplete  within  4  h.  Analysis  of  the  reaction 
Bixture  with  therBOspray-LC-MS  as  suBBsrUed  In  Figure  50.  showed  two 
reaction  products  (peaks  2  and  4)  In  addition  to  starting  BSterlal 
(peak  1)  and  thlodlglycol  (peak'  3).  Peak  2  waa  Identified  as  1- 
■ethvl-3-acetaBldo.succlnlBlde  (MH+.  m/z  -  171).  whereas  the  saall 
peak  4  (KM'*‘.  m/z  -  293)  was  Identified  as  the  expected  reaction 
product  N-acetyl -aspartic  acld-4-(2’ -hydroxyethylthloethyl)  eater-l- 
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Figure  SO.  Thernospray'LC-MS  chroutogran  end  msb  spectra  of  the 

varioua  peaks  after  reaction  of  aqueous  N-acetyl'aspartlc 
acld'l'isethylaalde  (28  bM)  with  a  ISX  oolar  excess  of 
onistard  gas.  pH  7.S.  2S 

■ethylaalde.  The  forsMtlon  of  a  large  anount  of  the  succlnlnlde 
derivative  and  the  presence  of  only  a  aaall  aaount  of  the  expected 
ester  suggests  that  the  latter  product  Is  foraed  priaarily  but  la 
rapidly  transforaed  In  aqueous  solution  to  the  succlnlalde  by  aeana 
of  nucleophilic  dlsplaceaent  of  the  thlodlglycol  aolety  by  aaide  with 
ring  closure,  according  to  the  reaction  scheae  shown  In  Figure  SI. 

Such  cyclixatlon  reactions  of  4>carboxyllc  acid  esters  of  aspartic 
acid  have  been  described  before  (74).  In  a  separate  experiaent,  it 
was  shown  that  the  ring  closure  was  not  due  to  the  work<up  of  the 
reaction  aixture  before  theraospray*LCoHS  analysis.  A  reaction  run 
siallar  to  the  one  described  except  that  a  fourfold  aolar  excess  of 
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Figure  51.  Reaction  scheme  for  the  formation  of  l-methyl-3-acetamido- 
succinimide  upon  alkylation  of  N-acetyl -aspartic  acid-1- 
methylamide  with  mustard  gas  in  aqueous  solution,  pH  7.5, 
25  °C 

mustard  gas  was  used,  was  analyzed  directly  with  thermospray-LC-MS. 
The  results  were  very  similar  to  those  described  for  the  first 
experiment.  1 -Methyl -S-acetamido-succinimlde  was  obtained  by 
independant  synthesis  (confer  III. 9. 2).  Co -chromatography  of  this 
product  with  the  reaction  mixture  obtained  from  the  alkylation  of 
N-acetyl -aspartic  acid-l-methylamide  with  mustard  gas  showed  that  the 
major  reaction  product  was  indeed  the  above-mentioned  succinimide 
derivative. 

III. 10. 3.  N-Acatvl-ylutamlc  aeid-l-methylamide 

N-acetyl -glutamic  acid-l-methylamide  in  aqueous  solution  (9.5  mM)  was 
reacted  with  a  fivefold  molar  excess  of  mustard  gas  for  24  h. 
According  to  the  thermospray  mass  chromatogram  of  the  reaction 
mixture  (Figure  52).  the  starting  material  had  almost  disappeared 
(peak  1)  and  two  alkylation  products  had  been  formed.  Peak  5  was 
tentatively  identified  as  the  Mjor  reaction  product  N-acetyl - 
glutamic  acid-5'(2*-hydroxyethylthioethyl)  ester -l-methylamide  (HH^. 
m/z  •  307).  Peak  4  was  assigned  the  structure  N-acetyl -glutami'*  acid- 
5-(2' -acetoxyethylthioethyl )  ester-I-methylamide  (HH^,  m/z  -  349).  As 
in  previously  described  reactions  (vide  supra),  it  is  assumed  that 
the  latter  product  is  formed  during  thermospray  MS  analysis  via 
replacement  of  chlorine  from  the  corresponding  5-(2' ■ chloroethyl- 
thioethyl)  ester  by  acetate  ions  from  the  buffer  solution.  Evidently, 
and  as  remarkable  as  in  earlier  mentioned  cases,  the  2' -chloroethyl- 
thioethyl  moiety  in  the  alkylated  product  is  sufficiently  resistant 
to  hydrolysis  to  survive  several  hours  in  aqueous  solution.  The 
reactions  are  summarized  in  Figure  53.  No  evidence  was  found  for  the 
formation  of  secondary  cyclic  products  as  was  the  case  with  the 
aspartic  acid  model  peptide.  This  is  in  accordance  with  literature 
data  which  indicate  that  such  cyclization  reactions  arc  much  less 
pronounced  with  glutamic  acid  derivatives  than  with  aspartic  acid 
derivatives  (74). 
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Figure  S2.  LC>theraospray  aase  chroMtograa  end  oats  spectra  of  the 
products  after  reaction  of  aqueous  N -acetyl 'glutaaic  acid- 
l-Mthylaaide  (9.S  aH)  with  a  fivefold  aolar  excess  of 
■ustard  gas.  pH  7.3.  23  H 

The  structure  of  the  Mjor  reaction  product  (peak  4)  was  confiraed  by 
independant  synthesis  (confer  Hi. 9. 3)  and  co-chroaatography  (HPLC) 
of  the  synthetic  product  with  the  reaction  aixture  as  describ^ 
above . 
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Figure  53.  Proposed  reaction  scheme  for  the  formation  of  N-acetyl- 
glutamic  acid-  5-(2'-hydroxyethylthioethyl)  ester-1- 
methylamide  upon  alkylation  of  aqueous  N-acetyl  glutamic 
acid-1 -methylamide  (9.5  mH)  with  a  fivefold  molar  excess 
of  mustard  gas,  pH  7.5,  25 

III. 10. 4.  N-Acetvl -methionine -methvlamide 

An  aqueous  solution  of  N-acetyl -methionine-methylamine  (17.5  mH)  was 
reacted  with  a  lOX  molar  excess  of  mustard  gas  for  42  h.  Reversed 
phase  HPLC  of  the  reaction  mixture  as  shown  in  Figure  54  showed  a 
peak  presumably  belonging  to  an  alkylation  product  (peak  3).  in 
addition  to  peaks  of  thiodlglycol  (peak  1)  and  starting  material 
(p«4k  2).  Thermospray -LC- MS  confirmed  the  assignment  of  peaks  1  and 
2.  The  thermospray  mass  spectrum  of  peak  3  showed  the  major  peak  at 
m/z  -  205,  i.e.,  corresponding  with  of  starting  material,  and 
additional  minor  peaks  at  m/z  •  174.  157.  140  and  122,  which  are  not 
present  in  the  corresponding  thermospray  mass  spectrum  of  starting 
material.  Direct  thermospray  KS  of  the  reaction  mixture  shows  major 
peaks  at  m/z  ■>  295  and  205,  in  addition  to  minor  peaks  at  m/t  -  157 
and  at  various  other  m/z  values.  The  peak  at  m/z  -  295  is  tentatively 
assigned  to  of  N-acetyl •$•(2* -hydroxyethyl thioethyl)- 
homocysteine -methylamide . 

Tentatively,  we  assume  that  the  latter  product  is  a  decomposition 
product  ot  the  major  alkylation  product  (peak  3  in  Figure  54),  ie.. 
the  S-(2*-hydroxy-ethylthioethyl)-sulfonium  ion  of  N-acetyl- 
methionine-methylamide.  The  latter  ion  may  decompose  during 
thermospray  HS  with  loss  of  any  of  the  three  ligands  bound  to  ternary 
sulfur,  as  shown  in  Figure  55.  Loss  of  methyl  leads  to  the  above- 
mentioned  homocysteine  derivative  with  m/t  *  295  Loss  of  the 

2* -hydroxy-ethyl thioethyl  moiety  would  lead  to  reformation  of 
starting  material  (Wr*'.  m/z  -  205),  whereas  loss  of  (2* -hydroxy- 
ethyl  thioethyl )  methyl  sulfide  would  explain  the  formation  of 
a-(acetamtdo)-vinylacetic  acid-methylsnide  (Hlf*’.  m/z  »  157).  Earlier 
Investigations  (49,  106-108)  have  shown  that  such  sulfonium  ions 
decompose  thermally,  but  also  with  acid  or  base  catalysis,  with  loss 
of  any  of  the  three  moieties  bound  to  sulfur. 
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Figure  54.  ChroMtogrea  of  the  crude  reaction  alxture  obtained  after 
reaction  of  aqueous  N*acetyl>neChlonlne>aethylaBlde 
(17.5  bM)  vlth  a  lOX  aolar  excess  of  Bustard  gas.  pH  7.5. 
25  °C.  Reversed  phase  HPLC  on  an  RP  18  coluBn  (300x2  bb). 
Eluent:  aBBonluB  acetate  (10  aH.  pH  6.0)  In  water/Bethanol 
(7/1,  v/v).  UV  detection  at  214  na 

and  ^^C-NNR  analysis  of  the  crude  reaction  aixture  indicated  that 
ca.  60X  of  starting  aaterial  was  left.  Additional  aspects  in  the 
spectra  (data  not  given)  can  be  explained  on  the  assuBptlon  chat 
equal  aBounts  of  two  reaction  products  are  present,  which  are 
dlastereoisoBeric.  This  would  be  in  accordance  with  the  suggested 
structure  of  the  sulfoniuB  product,  since  both  the  a*carbon  of  the 
aaino  acid  and  the  sulfonluB  sulfur  are  chiral. 

The  proposed  structure  of  the  sulfoniua  coapounds  needs  further 
confirBStlon  af^er  isolation  of  the  pure  product  froa  the  reaction 
Blxture  and  full  analysis. 
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Figure  55.  Tentative  decomposlrlon  schene  during  thermospray  MS  of 
the  S*(2' •hydroxyethylthioethyD'Sulfonlun  derivative  of 
N<acetyl-aethionine*Bethylamlde  (a):  (b)  N-acetyl- 
methionlne-methylamlde:  (c)  N>acetyi-S>(2' -hydroxyethyl* 
th<oethyl) 'homocysteine -aethylamide:  (d)  a'Cacetamldo)* 
vinylacetic  acid-methylasiide 

III. 10. 5.  N'tt-Acetyl'hiatidine'methylamide 

An  aqueous  solution  of  N-o-acetyl 'histidine-methylamide  (7.6  mM)  was 
reacted  for  24  h  with  an  equimolar  aMunt  of  mustard  gas  at  pH  7.5. 
Reversed  phase  HPLC  with  UV  detection  at  214  na  of  the  reaction 
mixture  gave  the  chromatogram  as  shown  in  Figure  56.  Peaks  1  and  2 
correspond  with  unreacted  starting  material  and  thiodiglycol , 
respectively.  Presumably,  peaks  3  and  4  pertain  to  alkylation 
products.  Thermospray  MS-detected  chromatography  of  the  reaction 
mixture  showed  a  molecular  ion  at  m/z  -  315  for  peak  4.  corresponding 
with  MM^  of  starting  nateriai  in  which  one  (2'-hydroxyethylthioethy1 ) 
moiety  has  been  introduced.  Peak  3  gave  two  major  ions  at  m/z  -  315 
and  419.  Single  ion  SMnitoring  at  the  latter  two  values  of  m/z 
confirmed  that  peak  3  consists  of  an  unresolved  mixture  of  two 
reaction  products  presumably  corresponding  with  MH^  of  an  isomer  of 
peak  4  (m/z  »  315).  and  of  a  product  in  which  two  (2* -hydroxy- 
ethyl  thioethyl)  moieties  have  been  introduced  (NH^  at  a/a  -  419). 
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Figure  56.  ChroMtograa  of  the  reaction  aixture  obtained  after 
reaction  of  aqueous  N-acetyl>hiatidine>Mthylaside 
(7.6  hH)  with  an  equiaolar  aaount  of  auatard  gat.  pH  7.5, 
25  °C.  Reversed  phase  HPLC  on  an  RP  18  colum  (500x2  w). 
Eluent:  assMniua  acetate  (10  sM.  pH  5.0)  in  vater/aethanol 
(9/1,  y/v).  UV  detection  at  214  na 

Our  results  obtained  «fith  these  reactions  can  be  explained  on  the 
basis  of  the  assuaption  that  two  singly  substituted  alkylation 
products  are  obtained  by  alkylation  of  the  Nl(s)  and  N3(r)  positions 
of  the  histidine  group  (70,105),  according  to  the  reaction  scheae 
given  in  Figure  57.  Tlut  two  singly  substituted  reaction  products  were 
finally  identified  as  the  HI (s) 'substituted  product  (peak  3)  and  as 
the  N3(r) ‘Substituted  adduct  (peak  4)  by  aeans  of  iitdependant 
synthesis,  full  characterisation  of  the  two  products  (confer  lit. 9. 4) 
and  co‘Chroaatography  with  the  products  in  the  reaction  aixture  as 
described  above. 
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Figure  57.  Reaction  schene  for  the  formation  of  N1(it)-  and  N3(r)-(2'- 
hydroxy 'ethyl thioethyl) -substituted  N-acetyl -histidine - 
methylamides  by  means  of  alkylation  of  aqueous  N-acetyl- 
histidine-methylamide  with  mustard  gas.  pH  7.5 

No  further  attempts  were  made  tc  synthesize  or  further  identify  the 
di -substituted  reaction  product.  Presumably,  both  the  1-  and  3- 
positions  of  imidazole  in  the  starting  material  are  substituted  by 
(2'-hydroxyethylthioethyl)  moieties,  leading  to  a  quaternary 
imidazolium  structure.  Thermospray  MS  of  the  pure  1-  and  3-(2'- 
hydroxyethylthioethyl ) -substituted  histidine  derivatives,  obtained  by 
independent  synthesis,  shoved  that  the  ion  at  m/z  «  419  is  not  caused 
by  an  artifact  due  to  thermospray  ionization  of  the  singly 
substituted  products. 

HI. 10. 6.  N.Acetvl-evatelne-methvlamlde 

An  aqueous  solution  of  N-acetyl -cysteine-methylamide  (0.5  mH)  was 
reacted  at  a  tenfold  molar  excess  with  mustard  gas.  The  reaction  was 
completed  within  30  min.  Analysis  of  the  reaction  mixture  with 
thermospray-LC-HS  (Figure  58)  showed  thre%.  products  in  addition  to 
thiodiglycol  (peak  1).  The  analysis  shows  that  th*  expected  reaction 
product  N-acetyl -S- (2* -hydroxyethylthioethyl) -cysteine-methylamide 
was  formed  (peak  3)  in  addition  to  the  diadduct  of  the  starting 
compound  (peak  4).  Remaining  starting  compound  was  not  detected,  but 
was  apparently  oxidized  into  the  N.N* -diacetyl -cystine-dimethylamide 
(peak  2). 

The  monoadduct  was  isolated  from  the  reaction  mixture  by  HPL£ 
separation.  The  thermospray-LC-N$  spectrum  of  the  oroduct  was 
identical  to  that  of  peak  3  (Figure  58).  and  ^^C-NMR  analyses 
(sac  II. 9. 6)  of  the  product  confirm  the  structure  of  the  monoadduct. 
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Figure  38.  rh*rMospr«y*LC>HS  chroMiograa  «nd  spectra  of  the 
various  peaks  after  reaction  of  N'scetyl •cysteine* 
•ethylaaide  (0.3  aH)  at  s  tinfold  aolar  excess  with 
■ustard  gas  in  aqueous  solution.  pH  7.3.  23  *^C.  R  « 
CH3C(0)NHCH(C(0)NHCH3|CH2S> 

111.10.7.  Coanatltion  reacLions  of  aodel  neflUdei  with  «iltird  til 

The  results  presented  in  the  preceding  subsections  show  that  the 
functional  groups  in  the  side  chains  of  the  aodel  peptides  and  the 
aaino  group  of  valine  fora  aonoadducts  eith  austard  gas.  In  order  to 
get  aore  insight  into  the  preferred  alkylation  sites  by  austard  gas 
in  proteins,  the  reaction  of  austard  gas  uith  the  aodel  peptides  was 
studied  In  the  fol losing  coapetition  oxper>;aento. 
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In  the  first  series  of  experiments  mustard  gai.  was  allowed  to  react 
with  all  six  model  peptides  at  pH  7.5  and  25  in  a  pH-stat 
equipment.  The  reaction  mixture  was  analyzed  with  micro-LC  after  the 
alkali  consumption  had  subsided.  In  this  analysis  system  the 
monoadducts  that  can  be  formed  from  the  six  model  peptides  are 
resolved  and  are  also  separated  from  the  starting  model  peptides.  N- 
acetyl-S-(2'-hydroxyethyithloethyl)-cysteine-methylamide  was  the  sole 
product  formed  both  after  incubation  of  the  model  peptides  (1.2  mM  of 
each)  with  twice  the  molar  concentration  of  mustard  gas  (2.7  mM)  and 
after  incubation  of  the  model  peptides  (0.1  mM  of  each)  with  an 
excess  of  mustard  gas  (0.86  mM)  relative  to  the  total  concentration 
of  the  nucleophilic  sites  in  the  model  compounds.  The  results  clearly 
show  a  high  preference  of  mustard  gas  for  reaction  with  the  thiol 
moiety  in  cysteine. 

The  relative  reactivities  of  the  model  peptides  other  than  the 
cysteine  derivative  were  studied  in  a  second  series  of  experiments. 
The  model  peptides  (0.02  mH  of  each)  were  allow  to  react  with  a  large 
molar  excess  of  mustard  gas  (4  mM).  Samples  of  the  reaction  mixture 
were  analyzed  with  micro-LC  after  7S  and  105  min  of  reaction  time 
(Figure  59).  The  results  indicate  that  the  valine  monoadduct  (Figure 
59.  peak  7)  was  formed  and.  to  a  lesser  extent,  the  Nl(s)-  and 
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Figure  59,  Nicro-LC  chromatogram  of  the  reaction  mixture  obtained 
after  reaction  of  mustard  gas  with  valine -methyiamide 

(3)  and  with  the  N*acetyl -methylamides  of  aspartic  and 
gluiMic  acid  (1).  of  histidine  (2).  and  of  methionine 

(4)  for  0  (a).  75  (b)  and  105  (c)  min  at  pH  7.5  and  25.*’.C 
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N3( T ) -substituted  histidine  adducts  (Figure  59,  peaks  5  and  6, 
respectively)  and  the  glutamic  acid  adduct  (Figure  59,  peak  9).  Peak 
8  in  Figure  59,  which  decreased  after  longer  time  of  incubation,  may 
be  ascribed  to  N-acetyl -aspartic  acid-4- (2 ' -hydroxyethylthioethyl ) 
ester-l-methylamide ,  which  is  initially  formed  but  is  subsequently 
transformed  intp  the  1-methyl -3-acetamido-succinimide  (see  also 
III. 9.2) . 

I I I. 11.  Synthesis  of  mustard  gas-adducts  of  peptides  as  haptens 

In  order  to  generate  cells  which  produce  antibodies  against  amino 
acids  alkylated  with  mustard  gas,  we  wished  to  synthesize  haptens 
consisting  of  various  alkylated  amino  acids  as  a  terminal  moiety  in  a 
tri-  or  higher  peptide.  Such  a  hapten  should  be  coupled  to  a  protein, 
which  is  then  used  to  generate  the  antibody  producing  cells.  In 
principle  two  routes  of  synthesis  of  the  haptens  can  be  followed:  (i) 
use  of  the  alkylated  amino  acid  in  the  synthesis  of  the  hapten,  and 
(ii)  synthesis  of  the  non-alkylated  hapten  and  subsequent  alkylation 
with  mustard  gas  of  the  target  amino  acid  in  the  peptide.  In  the 
following,  exa.Tiples  of  both  approaches  will  be  given. 

In  view  of  the  many  examples  in  literature  (22,24,25)  on  the 
successful  analysis  of  alkylation  by  various  alkylating  agents  of  the 
amino  group  of  terminal  valine  in  the  a-chain  of  hemoglobin,  we  have 
selected  to  attempt  the  synthesis  of  a  tri-  and  heptapeptide  peptide 
based  on  the  actual  sequence  of  amino  acids  bound  to  this  terminal 
valine.  Moreover  we  have  synthesized  a  tetrapeptide  with  a  terminal 
glutamic  acid,  alkylated  at  the  5-carboxylic  acid  function  by  mustard 
gas,  since  data  in  literature  indicate  that  in  vivo  alkylation  at 
carboxylic  acid  functions  by  mustard  gas,  recognized  by  their 
instability  towards  alkali,  is  prominent  (40-43). 

III. 11.1.  synthesis  of  W- (2* -hydroxyethylthioethyl )-yAl: 

l..£.U.-.S.£I 

According  to  the  reaction  scheme  shown  in  Figure  60,  N-benzyloxy- 
carbonyl -leu-ser  was  converted  into  the  corresponding  ethyl  ester 
with  ethanol,  catalyzed  by  concentrated  sulfuric  acid  (68X  yield). 
Next,  the  benzyl oxycarbonyl  group  was  removed  in  55X  yield  by 
hydrogenolysis ,  catalyzed  by  palladium  on  charcoal.  Subsequent 
attempts  to  couple  N- (2* -hydroxyethylthioethyl) -valine  (see  1 1 1.9.1) 
to  the  dipeptide  ethyl  ester  with  dicyclohexylcarbodiimtde  or  with 
l-(3-dimethylamlnopropyl)-3-ethylcarbodlimlde  in  N.N-dlmethyl - 
formamlde  failed.  Thermospray  MS  analysis  of  the  reaction  mixtures 
showed  that  the  carbodiimides  added  readily  to  the  N-alkylated  valine 
to  give  products  with  MH"*"  at  m/z  -  428  for  the  dicyclohexylcarbo- 
diinilde  derivative  and  at  m/z  -  247  (MH*  -  H2O)  for  the  other 
carbodiimide  derivative.  However,  the  subsequent  reaction  with  the 
amino  function  of  the  dipeptide-ethyl  ester  did  hardly  proceed,  since 
only  traces  of  the  desired  tripeptide  were  observed.  We  assume  that 
the  primarily  formed  0-acyl  isourea  derivative  of  N- (2* -hydroxyethyl¬ 
thioethyl  )  -valine  lacks  reactivity  towards  the  carboxylic  acid 
function  of  the  dipeptide,  possibly  due  to  the  bulk  of  the  isopropyl 
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moiety  of  the  valine  derivative.  This  may  lead  to  an  internal  0  -->  N 
shift  in  the  O-acyl  isourea  derivative  (109),  which  yields  a  stable 
N-acylurea  compound,  as  shown  in  Figure  61. 
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Figure  60.  Reaction  scheme  for  the  synthesis  of  leu-ser-ethyl  ester 
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Figure  61.  Rearrangement  of  the  primarily  formed  0>acyl  isourea 

derivative  of  N-(2' -hydroxyethylthioethyl )>valine  with 
dicyclohexylcarbodi imide  to  a  stable  N-scylurea 
derivative 

HI.  11. 2.  Svnth«isia  of  N- .hydroxyethylthioathyn-val -leu-ser- 
pro.aU-asD-lys 

The  N-terminsl  hept^peptide  of  the  a-chain  of  hemoglobin  (val-leu- 
ser>pro-sla>Hsp'lys)  was  synthesised  as  described  by  van  Denderen  et 
al .  (77)  using  a  Bioscarch  Sam  11  automatic  peptide  synthesizer 
acco'  Ung  to  the  solid  phase  synthesis  method  essentially  as 
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described  by  Merrifield  (78)  with  t - butyl oxy- carbonyl -amino  acids. 
Final  deblocking  and  cleavage  from  the  resin  was  performed  by 
treatment  with  trifluoromethanesulfonic  acid/thioanisole/m-cresol  in 
trifluoroacetic  acid.  The  product  was  purified  using  liquid 
chromatography  on  a  Sephadex  G-15  column.  The  structure  of  the 
peptide  was  confirmed  by  amino  acid  analysis  of  the  hydrolyzed 
peptide  (vide  infra). 

For  the  synthesis  of  the  heptapeptide  alkylated  with  mustard  gas  at 
the  N- terminal  valine,  two  portions  of  the  heptapeptide  were 
dissolved  in  PBS  and  treated  with  1  mM  mustard  gas  (for  amino  acid 
analysis)  and  1  mM  [^^]mustard  gas  (for  HPLC)  in  dry  acetone  (final 
concentration  IX)  for  45  min  at  37  °C.  The  solutions  were  directly 
injected  onto  the  HPLC  column;  from  the  heptapeptide  treated  with 
[^^Sjmustard  gas,  fractions  eluted  in  0.5  min  intervals  were 
collected  and  the  radioactivity  was  determined.  The  radioactivity 
profile  showed  two  components,  one  being  thiodiglycol  and  one  which 
appeared  to  be  the  reaction  product  of  mustard  gas  with  phosphate  in 
the  PBS  buffer.  These  two  peaks  were  also  collected  upon  analysis  of 
the  sample  treated  with  1  mH  mustard  gas.  By  amino  acid  analysis  it 
was  shown  that  no  amino  acids  were  present  in  these  two  fractions. 

The  UV-profile  showed  two  extra  peaks  which  were  identified  as 
contaminants  of  acetone.  In  further  experiments,  mustard  gas  was 
dissolved  in  dry  acetonitrile  and  the  heptapeptide  in  distilled 
water,  while  the  pH  was  controlled  by  a  pH-stat.  No  adduct  formation 
could  be  realized  at  pH  7,  possibly  because  of  insufficient 
deprotonation  of  the  NH3'*’-group  of  valine.  Treatment  of  the 
heptapeptide  with  5  mH  mustard  gas  dissolved  in  dry  acetonitrile 
(final  concentration  IX)  at  pH  8.5,  resulted  in  the  formation  of  one 
prominent  new  peak  (peak  3  in  Figure  62)  and  some  smaller  peaks.  In 
the  HPLC  pattern,  52X  of  the  total  peak  area  represented  the  original 
heptapeptide  (peak  2)  and  30X  the  most  prominent  adduct  (peak  3). 

Peak  1  represented  thiodiglycol.  Peaks  2  and  3  were  collected 
separately  by  means  of  HPLC  and  the  amino  acid  composition  was 
assessed.  The  amount  of  amino  acids  (nmol)  in  the  samples  was 
expressed  as  the  ratio  of  nmol  amino  acid; nmol  ala.  Peak  2  is  the 
original  heptapeptide  (val(0.9).  leu(0.9).  ser(1.2),  pro(l.O). 
ala(l .0).asp(0.9)  and  lys(1.2)|.  The  adduct  peak  3  contained  the 
following  amino  acids;  val(0. l).leu(0.7),ser  (1.3),  pro(1.2), 
ala(l.O),  asp(  1.0)  and  lya(l.O).  This  peak  contained  all  amino  acids 
of  the  heptapeptide  but  for  the  low  content  of  valine.  Probably,  val 
in  the  heptapeptide  was  alkylated  at  the  amino  group,  blocking  the 
reaction  with  phenyl  isothiocyanate,  which  is  used  in  the  amino  acid 
analysis.  Vaifne  alkylated  with  mustard  gas  was  eluted  in  the  void 
volume.  Also,  the  amount  of  leu  was  somewhat  decreased.  A  possible 
explanation  could  be  incomplete  hydrolysis  of  the  bond  between  val 
and  leu,  as  a  result  of  the  alkylation  by  mustard  gas  at  the  amino 
group  of  valine. 

Peaks  2  and  3  were  analyzed  with  thermospray  mass  spectrometry, 
whereas  peak  3  was  also  analyzed  with  NMR. 
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Figure  62.  HPl.C-chro«atogreni  (ODS-Sephadex  revereed- phase  coluan)  of 
the  N*terBinal  heptapeptide  of  the  o*chaln  of  benoglobin 
treated  with  5  iM  Bustard  gas  at  pH  8.3.  The  absorbance 
was  recorded  at  220  na.  To  elute  the  various  peptides  an 
acetonitrile  gradient  in  O.U  trifluoroacetic  acid  was 
used.  Peak  1:  thlodiglycol :  peak  2:  N-terBinal 
heptapeptide  of  the  B*chaln  of  heBoglobin:  peak  3:  N-(2'- 
hydroxyethylthloethyl )-val-leu-ser*pro-ala-aap-lys 


Theraospray  MS  analysis  of  peak  2  showed  HIT^  of 

heptapeptide  at  a/r  «  729  and  fragments  at  m/t  -  711  (Mir-H20).  614 
of  val -leu-ser-pro)  and  at  m/i  *  485  of  val -leu-ser-pro- 
ala).  It  can  be  concluded  that  peak  2  represents  the  intact 
heptapeptide.  The  theraospray  MS  analysis  of  the  adduct  peak  3  showed 
MH^  of  the  expected  aonoadduct  of  the  heptapeptide  at  a/*  «  833.  as 
well  as  MH"*"  at  m/z  -  334  of  a  fragment .  l.e..  N-(2' -hydroxyethyl • 
thloethyl ) - val - leu . 
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NMR  was  used  to  confirm  the  structure  of  peak  3.  Because  of  the  small 
amount  of  product  available,  only  ^H-NMR  .spectra  could  be  taken.  In 
order  to  avoid  problems  of  overlapping  resonances  duo  to  the  many 
resonances  and  complicated  coupling  patterns  of  the  modified 
heptapeptide ,  two-dimensional  NMR  techniques  were  applied.  The 
peptide  was  dissolved  at  a  concentration  of  3.5  mg/ml  in  a  buffer 
containing  H2O  and  D2O  in  a  ratio  of  9:1  (v/v)  and  10  mM  of 
perdeuterated  sodium  acetate,  pH  4.30,  30  °C.  Under  these  conditions 
the  amides  of  the  peptide  backbone  are  mainly  protonated  and  exchange 
slowly  with  water.  Since  these  measurements  require  saturation  of  the 
water  resonance  of  the  solvent,  the  slow  exchange  is  essential  to 
prevent  transfer  of  saturation  to  the  amide  protons.  The  proton 
resonances  of  the  various  amino  acid  residue  side  chains  were 
assigned  using  double  quantum  filtered  COSY  (two-dimensional 
correlated  spectroscopy)  NMR,  which  shows  scalar  couplings,  and 
chemical  shift  information  (110). 

Especially  the  assignments  of  the  resonances  of  the  a-carbon  proton 
in  the  valine  residue  and  the  protons  in  the  sulfur  mustard  group 
were  needed  to  show  the  modification  of  valine.  Although  the 
measurements  were  carried  out  in  a  H2O  containing  buffer,  the  valine 
amine  proton  was  not  visible,  probably  due  to  an  unfavorable  pK- 
value,  NOESY  (two-dimensional  nuclear  Overhauser  enhancement 
spectroscopy)  and  ROESY  (two-dimensional  rotating  frame  Overhauser 
enhancement  spectroscopy)  were  used  to  show  dipolar  couplings 
(through  space)  b^.'tween  protons  in  the  sulfur  mustard  group  and 
protons  in  the  valine  residue.  These  couplings  are  only  visible  if 
the  distance  between  the  involved  protons  is  less  than  ca.  0.4  nm. 
Because  ■'f  the  unfavorable  rotational  correlation  tine  of  the 
nodifivd  peptide,  the  NutSY  spectrua  showed  only  very  weak  cross 
peaks.  This  problea  was  avoided  using  the  ROESY  technique.  As  shown 
ir  r.gure  63  (cross  peaks  A  and  B),  clearly  dipolar  couplings  between 
tie  o-carbon  proton  of  thevaline  residue  (3.80  ppn)  and  the 
n>lghbouring  protons  of  the  (2’ -hydroxyethylthioethyl )  aoiety  (3.14 
and  3.24  ppn)  were  visible.  These  couplings  are  visualized  in  Figure 
64.  Dipolar  couplings  between  the  latter  protons  and  protons  of  other 
aaino  acid  residues  are  not  observed. 

Modified  valine,  l.e.,  N-(2* -hydroxyethylthioethyl )-valine  (confer 
n. 10.2.5)  was  studied  with  one-  ar<d  two-diaensional  NMR  techniques. 

A  great  reseablance  with  the  modified  heptapeptide  was  observed. 
Chemical  shift  assignments  for  the  (2*-hydroxyethylthioethyl)-valine 
aoieiy  of  the  modified  heptapeptide  are  shown  in  Figure  65,  whereas 
some  additional  assignsMnts  are  suaaarized  in  Table  8. 

It  is  concluded  that  ^H-NMR  and  thermospray -LC-MS  analysis  of  the 
alkylated  heptapeptide  (peak  3  in  Figure  62)  fully  support  the 
assigned  structure,  l.e..  the  heptapeptide  is  aono* substituted  with  a 
(2* -hydroxyethylthioethyl )  aoiety  at  the  amino  group  of  valine. 
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rigure  63.  Part  of  the  ROESY  (two*dinenBional  rotating  fraiM 

Overhauser  enhancement  spectroscopy)  spectrum  (400  HHz)  of 
N-(2* -hydroxyethylthloethyl)*val-leu-ser*pro-ala*asp-lys 
in  H2O/D2O  (9/1.  v/v).  containing  10  mM  perdeuterated 
sodium  acetate.  pH  4.30,  Mixing  time  0.200  s.  Cross-peaks 
Indicated  vith  a  and  b  are  due  to  dipolar  C-H  of  the 
valine  residue  (3.80  ppm)  and  the  neighbouring  protons  of 
the  (?' -hydroxyethylthioethyl )  moiety 
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Figure  64.  Observed  dipolar  couplings  in  the  N-(2* -hydroxyethyl - 
thioethyl )-valyl  moiety  in  the  ROfiSY  (two-dimensional 
rotating  frame  Overhauser  enhancement  spectroscopy) 
spectrum  of  N‘(2' -hydroxyethylthioethyl )-val-leu-ser-pro- 
ala-asp-lys 
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Figure  65.  Chemical  shift  assignments  for  the  N-(^ ' -hydroxyethylthio- 
ethyl )-valyl  moiety  in  the  ^H-NMR  spectrum  (400  MHz)  of 
N-  ( 2  * -hydroxyethyl thioethyl ) -val ■ leu-ser-pro-ala-asp-lys 
in  H2O/D2O  (9/1,  v/v).  containing  10  raM  perdeuterated 
sodium  acetate.  pH  4.30 


Table  8.  Some  chemical  shift  assignments  in  the  ^H-NMR  spectrum  of 
N- (2* -hydroxyethyl thioethyl )-val-leu-ser-pro*ala-asp-lys 


NH 

Co-H 

C^-H 

C7-H 
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Ser 
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3.69 

Ala 

8.16 

4.28 

1.35 

Asp 

8.24 

4,75 

2.96 

2.79 

Lya 

7.76 

4.18 

1.80 

1.70 

1.35 

1.65 

2.95 

ttI.U.3.  Syntheals  of  fly-flv-f Iv-ylutamte  agi<l>S.(2* -hydroxythyl - 
thioethyl)  eater- l-Mide  hydrochloride 

The  title  peptide  teat  obtained  according  to  the  reaction  acheae  ahown 
in  Figure  66.  N-Bentyloxycarbonyl -gly-gly-gly-glutaaic  acid-3-t-butyl 
eater-l-aaide  waa  obtained  in  73X  yield  by  coupling  N-benxyloxy- 
carbonyl -gly-gly-gly  with  glutamic  acid-S-t-butyl  eater-l-aaide  yia 
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the  mixed  anhydride  method  with  ethyl  chloroforraate .  Next,  the 
benzyl oxycarbonyl  moiety  was  removed  by  hydrogenolysis ,  catalyzed  by 
palladium  on  charcoal . 
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Figure  66.  Reaction  icheM  for  the  •yncheait  of  gly-gly-gly'gluta«lc 
acl<l*S-(?'*hydroxyethylthlo«thyl)  eeter-l*«iltle 
hydrochloride 
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Without  isolation  of  the  peptide  with  deprotected  amino  group,  the  t- 
butyl  group  was  removed  by  treatment  with  trifluoroacetic  acid.  This 
gave  gly-gly-gly-glutaraic  acid-l-amide  trifluoroacetate  in 
quantitative  yield  after  the  combined  deprotection  steps.  Thermospray 
MS  showed  MH'*'  at  m/z  =  318,  as  expected.  Finally,  the  5-carboxylic 
acid  function  of  the  peptide  was  esterified  in  thiodiglycol  at  room 
temperature,  in  the  presence  of  a  catalytic  amount  of  acetyl  chloride 
(69).  Removal  of  excess  thiodiglycol  left  the  desired  tetrapeptide  in 
almost  quantitative  yield.  Thermospray  MS  showed  major  signals  at  m/z 
-  422  (MH"*")  and  at  m/z  -  300  -thiodiglycol). 

The  ^H-  and  ^^C-NMR  spectral  data  of  the  end  product  (confer 

II.  10. 3. 3)  were  in  good  agreement  with  the  structure.  In  order  to 
provide  evidence  of  the  point  of  attachment  of  the  (2*- 
hydroxyethylthioethyl )  moiety,  several  attempts  were  made  to 
establish  a  connectivity  or  proximity  between  this  group  and  the  rest 
of  the  molecule.  Although  these  attempts  failed,  the  proposed 
structure  seems  to  be  the  best  explanation  of  the  spectral  data  which 
were  obtained. 

III.  11. 4.  Attempted  synthgsi&  of  cys-^Iy-glyrgiy 

The  reaction  scheme  shown  in  Figure  67  was  followed  in  an  attempt  to 
synthesize  the  tetrapeptide  cys-gly-gly-gly.  The  tripeptlde  t- 
butyloxycarbonyl-gly-gly-gly-ethyl  ester  war  obtained  in  60X  yield  by 
coupling  t-butyloxycarbonyl -glycine  with  trlglycyl -ethyl  ester  via 
dicyclohexylcarbodiimide.  After  deprotection  of  the  terminal  amino 
group  the  tripeptide  was  coupled  with  the  activated  cyanomethyl  ester 
of  benzyloxycarbonyl -cysteine.  The  crude  product  obtained  in  SAX 
yield  consisted  of  the  desired  tetrapeptide  (72X)  and  presumably  the 
S  •>  0  analog  of  this  tetrapeptide  (22X)  according  to  thermospray  MS 
analysis.  In  a  preliminary  experiment  the  two  protective  groups  were 
removed  and  the  ester  group  was  split  off  with  sodium  in  liquid 
ammonia,  using  the  crude  product  without  further  purification,  ^H-NMR 
and  IR  spectra  of  the  product  obtained  indicated  that  the  desired 
tetrapeptide  was  formed  in  addition  to  the  disulfide  triglycyl- 
cystine- triglycine.  Further  experiments  to  obtain  the  tetrapeptide 
were  not  carried  out. 
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Figure  6/.  Reaction  echeae  for  atteapted  syntliceie  of  cye-gly-gly*gly 
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111.12.  Identification  and  quantitation  of  mustard  gas  adducts  to 
calf-thvmus  DNA  and  DNA  of  human  white  blood  cells 

Various  degradation  procedures  are  knovm  for  the  detection  of  DNA 
modifications  by  means  of  liquid  chromatography:  (i)  the  enzymatic 
breakdown  of  the  treated  DNA  into  nucleosides  and  the  separation  by 
Fast  Performance  Liquid  Chromatography  (FPLC)  on  a  cation-exchange 
column  (111),  (ii)  the  release  of  purines  and  alkylated  purines 
(depurination)  at  a  low  or  neutral  pH  and  high  temper.sture  followed 
by  separation  of  these  bases  by  HPLC  on  a  reversed-phase  column 
(112),  (iii)  combination  of  DNA  breakdown  and  depurination,  and  the 
use  of  various  columns  (reversed-phase  and  ion-exchange)  for  the 
subsequent  purification  steps  (113). 

We  chose  for  an  enzymatic  breakdown  of  the  DNA  into  nucleosides, 
followed  by  a  mild  depurination  to  bring  about  the  selective  release 
of  the  modified  guanines  and  adenines,  and  a  separation  by  HPLC  on  a 
reversed-phase  column.  First,  ammonium  formate  buffers  were  used  for 
the  gradient  elution.  However,  the  ammonium  formate  was  not  readily 
removed  from  the  collected  peaks  by  freeze-drying.  Therefore,  the 
NH4HCO3  buffers  as  described  in  II. 11. 7  were  used  in  later 
experiments. 

Both  the  Isolation  of  DNA  from  UBC  and  the  breakdown  of  DNA  into 
nucleosides  are  standard  techniques  in  this  laboratory  (111,114). 
Commercially  available  nucleosides  were  used  as  markers  (dG: 
deoxyguanosine;  dA:  2* -deoxyadenosine;  T;  thymidine;  dC;  2‘- 
deoxycytidine)  to  develop  an  HPLC  procedure  for  the  analysis  of  calf- 
thymus  DNA  and  DNA  isolated  from  UBC  after  the  degradation  into 
nucleosides  The  marker  nucleosides  were  co- injected  with  the 
degraded  DNA  and  retention  times  were  compared.  Also  UV  spectra  were 
taken  of  the  collected  nucleoside  peaks  and  compared  with  the  spectra 
of  the  marker  nucleosides.  Figure  68  shows  the  HPLC  profile  of 
untreated  calf -thymus  DNA  degraded  into  the  nucleosides  dC,  dG,  T  and 
dA.  A  smaller  peak,  2* -deoxy-^* -methylcytidine,  was  also  detected, 
with  a  retention  time  between  those  of  dC  and  dC.  This  compound  is  a 
modification  which  always  is  present  in  DNA.  The  profile  of  degraded 
DNA  isolated  from  UBC  corresponds  to  the  profile  shown  in  Figure  68. 

After  the  development  of  this  HPIXI- procedure,  resulting  in  the 
separation  of  the  various  unmodified  nucleosides,  calf-thymus  DNA  atxl 
DNA  from  whole  blood  of  human  volunteers  treated  with  various 
concentrations  of  ( ^^Sjsaistard  gas.  were  degraded  Into  nucleosides 
and  analyzed  by  HPLC.  Figure  69  shows  the  HPLC  profile  of  the 
dr gradation  products  of  double -stranded  calf -thymus  DNA  (ds-ct-(HiA) 
exposed  to  1  mH  (^H)mustard  gas. 

in  addition  to  the  four  nucleosides,  four  major  radioactivity  peaks 
were  detected.  In  this  figure,  only  the  fractions  containing  more 
than  U  of  the  total  radioactivity  detected  are  shown,  since  in  the 
present  project  merely  the  identification  of  the  major  adducts  is  of 
importance.  In  a  small  aliquot  of  the  mixture  of  nucleosides  the 
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Figure  68.  HPLC-chromatogran  (ODS-Sephadex.  reversed -phase  coluan)  of 
calf-thyiBus  DMA  after  enzyaatlc  degradation  Into 
nucleosides.  The  UV-absorbance  (283  na)  was  recorded. 
dC:  2' -deoxycytldlne:  dsKl:  2*deoxy-3*aNithylcytldlne:  dC; 

2* -deoxyguanoslne:  T:  thyaldlne:  dA:  2' -deoxy* adenosine 

radioactivity  was  directly  counted  without  HPLC.  to  check  the  loss  of 
radioactivity  during  HPLC.  In  all  experiaents  the  loss  of 
radioactivity  was  not  aore  than  S-IOX.  The  adducts  In  Figure  69  were 
also  detectable  by  UV,  and  their  retention  tlaes  corresponded  with, 
the  radioactive  adduct  peaks.  One  radioactive  peak  (retention  tiae  11 
ain)  did  not  correspond  with  an  UV  peak.  This  peak  could  be  ascribed 
to  I^^SIthiodiglycoi .  the  hydrolysis  product  of  austard  gas.  which 
does  not  show  UV  absorbance  at  283  nrj.  The  presence  of  thlodlglycol 
was  unexpocted  since  after  treataent  of  DNA  or  whole  olood  with 
austard  gas.  the  DNA  is  isolated  by  ethanol  precipitation  which  was 
supposed  to  reaove  free  thiodiglycol  froa  the  saaples.  However,  the 
thiodiglycol  still  present  in  the  staples  suggests  an  incoaplete 
reaoval  of  this  hydrolysis  product  during  the  DMA- isolation  step  (the 
peak  corresponds  to  1.3X  of  the  aaount  of  austard  gas  used).  The 
other  three  ^^S*peaks  were  co^elutvd  with  the  syntlwtfc  N7*(2*- 
hydroxyethylthloethyl) ‘guanine  (N7‘G-HD:  confer  111.3.1)  aarker.  the 
H3‘( 2* ‘hydroxyethylthioethyl) -adenine  (M3*A‘HD;  confer  III. A)  aarker 
and  the  di-j (2‘guanin‘7' -yl -ethyl |  sulfide  (H7-C-HD-C:  confer 
ill. 3. 2)  aarker.  with  retention  tiaes  of  24.  28  and  39  ain. 
respectively.  The  three  adduct  peaks  derived  froa  ds-ct-DNA  treated 
with  austard  gas  were  also  characterised  by  their  UV  spectra  obtained 
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with  a  diode-array  detector  (Appendix  B)  as  well  by  thermospray-LC-MS 
(Appendix  C).  with  the  markers  used  as  references. 
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Figure  69.  HPl.C-chroiMtogras  oi  hydrolysed  >ralf  tnyaus  DNA  exposed  to 
I  aH  !^^S!austard  gas  <30  aln*  3?  ^C).  The  DNA  hydrolysate 
was  ai«a lysed  on  an  puS*$ephadex  toluan:  UV  ahsorlMince 
(285  na)  and  r.idloaotiwity  were  sonltored.  The  radio¬ 
activity  of  the  fractions  <0,5  ain)  was  count cd  for 
10  nin  in  a  Mark  ill  liquid  scintill.ition  counter. 
dC:  2* -deoxycytldlne;  d»C;  •deexv'' V -Mthylcytidine: 
dC:  2  * -deoxyguanosine ;  T;  thymMinc  :  dA:  Z'-deoxy- 
adenosine:  N7*C-Hb;  H7(T  -hydroxyethylthioethyl ) -guanine; 
N3-A-HD:  H3- ( 2* -hydrosyc* jiyithioethyi •  adenine:  N7-C-H0-G: 
dl-<2-guanln-7*-vi  e‘:hyl>  -.sulfide:  TOO*  ihtodiglycol 


i>NA  which  was  Isolated  fros  whol-^  huaan  blood  after  treataent  with 
1  hN  I^^SIaustard  ga.t  and  wa.s  degraded  into  nucleosides >  showed  the 
sasM  radioactivity  profile  as  double- at randed  calf-thyaus  DNA  treated 
with  Mustard  gas.  three  radioactive  adduct  peaks  were  detected 
(Figure  20).  irhiod>|».lyc<il  was  not  detectable,  conflrsiing  that  the 
presence  of  thiodiglyc-jil  tn  digested  calf-thysaii  DNA  probably  was  due 
CO  insufficient  tas!K>val  during  the  DNA- Isolation  step.  UV  peaks  could 
nor  be  detected  at  the  position  of  the  adducts.  Hence 
charaeterication  by  diode  array  detection  or  therMOspray-LC-HS  was 
not  atteMpted.  However,  the  radioactive  adduct  peaka  again  were  co¬ 
eluted  with  the  three  adduct  Markers  as  describe  before.  It  could  be 
concluded,  therefore,  that  the  saMC  three  Major  adducts  were  forMed 
ill  whole  blood  as  In  calf-thyMus  DNA  treated  with  Mustard  gas. 
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Figure  70,  HFLC-chroiMtogr^  of  DNA  fron  huiun  whole  blood  exposed  to 
I  «M  (^^Sjmustard  gate  (30  win;  37  ^C).  The  DNA  hydrolysate 
was  analysed  on  «n  OD$-Sephadex  coluan;  UV  absorbance  (785> 
na)  and  radioactivity  were  leonitored.The  radioactivity  of 
the  fractions  (0.5  win)  was  counted  for  10  sin  In  a  liquid 
scintillation  counter.  dC:  2' •deoxycytldine:  daC:  2'-de- 
oxy-5'aethylcytldlne:  dC;  2' •deoxyguanoslne:  T:  thymidine; 
dA:  2' •dcoxyadenosine:  N7-G-h0:  N7*(2* •hydroxyethyithlo* 
ethyl ) -guanine;  N3-A-H0:  N3-(2’ -hydroxyethylthloethyl)- 
adenine;  N7-C-HD-G;  dl -(2-guanln- 7* *yl -ethyl )  sulfide 

In  addition  to  the  adducts  with  mustard  gat  mentioned  above  the  06- 
(2' -hydroxyethyUhiocthyl ) -guanine  (06-G-HD)  adduct  also  might  be 
formed.  Attempts  were  made  to  locate  this  adduct.  It  was  unknown 
whether  this  compound  would  be  released  from  the  deoxyribose  during 
the  heating-step  in  the  procedure.  Therefore,  both  the  markers  06-C- 
HO  (confer  111.3.4)  and  06-(2**-hydroxyethylthioethyl )-2* -deoxy¬ 
guanoslne  (O6-d0uo-H0;  confer  111.3.3)  were  synthesised  and  used  for 
the  identification.  On  HPIX.  both  markers  had  a  retention  time  longer 
than  that  of  the  di -adduct.  Figure  71  shows  the  HPLC  profile  of  the 
four  merkers  N7-C-H0.  H3-A-HD,  N7-C-HD-C  end  O6'C-H0.  A  different 
colt  n  and  elusion  gradient  was  u^ed.  (U>niequentLy.  the  retention 
times  of  the  markers  in  Figure  71  are  not  comparable  with  the 
retention  times  of  the  markers  in  Figures  69  and  70.  the  06-dCuo-HD 
marker  had  a  retention  time  longer  than  that  of  the  06-v-HD  (pcofiU 
not  shown).  It  was  questionable  whether  significant  amounts  r-i 
radioactivity  above  the  background  value  were  present  at  the  position 
of  the  06-4dduct.  Therefore,  If  any  06-C-HD  adduct  was  formed,  it  was 
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a  very  small  amount  (less  than  0.5  %  of  total  detected  radio¬ 
activity)  . 
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Figure  71.  HPLC-chromatogram  (ODS-Sephadex  column)  of  synthetic 
adducts  of  mustard  gas  with  DNA,  used  as  markers.  UV 
absorbance  (285  nm)  was  recorded.  N7-G-HD:  N7 • (2 ' -hydroxy- 
ethylthioethyl) -guanine ;  N3-A-HD:  N3-(2'-hydroxycthyl- 
thioethyl ) -adenine :  N7-G-HD-G:  di-(2-guanln-7' -yj,-ethyl) 
sulfide:  06-G-HD:  06- ( 2 ' -hydrcxyethylthioethyl ) -guanine 

The  three  major  adducts  were  also  quantified  in  two  completely 
quantitative  experiments.  The  same  batch  of  [ ^^S]n)ustard  gas 
(specific  activity  at  the  day  of  preparation  850  MBq/ramol )  was  used 
in  both  experiments.  The  specific  activ  .  ;las  of  the  [^^S] mustard  gas 
on  the  days  of  counting  were  261  and  245  MBq/mniol .  respectively.  The 
amount  of  DNA  in  tlic  injected  samples  was  determined  spectrophoto- 
raetrically.  In  both  experiments  1C  ml  of  whole  blood  was  treated  with 
1  and  0.1  niM  [^^S]raustard  gas,  and  0.5  ml  ds-ct-DNA  (0.5  mg)  was 
treated  with  1,  0.1  and  0.05  niM  (^^S)raustard  gas  The  amount  of  DNA 
isolated  from  the  blood  was  200-250  pg  DNA/10  ml  blood.  In  one 
experiment  0.5  ml  ss-ct-DNA  (0.5  mg)  was  treated  with  1  and  0.1  raM 
[^^Slraustard  gas.  However,  in  this  experiment  a  different  batch  of 
[^^Slmustard  gas  was  used  (specific  activity  on  the  day  of  use  353 
MBq/mmol)  and  also  a  different  reversed  phase  column.  The  amount  of 
radioactivity  connected  to  the  DNA  relative  to  the  amount  of 
radioactivity  applied  i,-',  shown  in  Table  9. 
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Table  9.  Percentage  of  radioactivity  bound  to  calf -thymus  DNA  and  to 
DNA  from  white  blood  cells  in  whole  blood,  after  treatment 
with  [ I  mustard  gas 


Sample 

Percentage  of 

radioactivity 

bound  to  DNA^ 

Concentration  of  mustard 

gas  (mM) 

1 

0.1 

0.05 

Ds-ct-DNA^ 

9.6 

20.0 

19.5 

11.7 

12.4 

nd*^ 

Ss-ct-DNA^ 

00 

11.1 

nd 

Blood^ 

0.014 

0.022 

0.032 

0.023 

0.021 

nd 

®  The  percentage  of  radioactivity  bound  to  DNA  is  expressed 
relative  to  the  amount  of  radioactivity  applied 
^  Data  are  shown  from  two  experiments 
^  Not  determined 

^  Data  are  shown  from  one  experiment  performed  at  a  later 
date  with  a  different  batch  of  [^^Slmustard  gas  and  a 
different  reversed  phase  column 


Much  more  radioactivity  had  reacted  with  naked  calf -thymus  DNA  than 
with  the  DNA  in  the  WBC  of  whole  blood.  This  suggests  that  in  whole 
blood  there  is  interference  with  regard  to  the  reaction  of  mustard 
gas  with  nuclear  DNA,  probably  because  of  the  presence  of  serum 
components,  red  blood  cells  and  cell  walls,  cytoplasm  components  and 
nuclear  walls  of  the  WBC,  Mustard  gas  also  reacts  with  these 
constituents.  The  molar  ratio  of  the  amount  of  [^^S]mustard  gas 
(treatment  with  1  mM  mustard  gas)  which  had  reacted  with  ds-ct-DNA 
(0.5  mg/0.5  ml)  and  DNA  in  WBC  (250  /ig  DNA/10  ml  blood)  has  been 
calculated,  which  amounted  to  3.5x10**  and  2.1x10'^  mol  [^^S]mustard 
gas/raol  nucleotides  in  DNA,  respectively  (mean  of  the  two 
experiments).  Per  mol  nucleotide  17  times  as  much  f^^S]mustard  gas 
had  reacted  with  double -stranded  calf-thymus  DNA  compared  to  DNA  in 
WBC.  The  amounts  of  adducts  formed  during  the  treatment  with  0.1  mM 
[^^S)mustard  gas  were,  respectively,  5,4x10*^  and  3.0x10'^  mol 
[^^sjmustard  gas/raol  nucleotides  in  DNA.  Treatment  with  a  tenfold 
higher  concentration  of  [^^Slmustard  gas  (1  mM  versus  0.1  mM)  did  not 
result  in  a  proportionally  Increased  level  of  alkylation.  Evidently, 
the  concentration  of  mustard  gas  is  not  the  only  rate-determining 
factor  in  the  formation  of  DNA  adducts. 


The  [^^Sl-DNA  preparations  obtained  were  processed  further  to  allow 
the  HPLC  separation  of  the  modified  nucleosides.  The  resulting  three 
major  adduct  peaks  of  N7-G-HD,  N3-A-HD  and  N7-G-HD-G,  together  with 
thi odlglycol ,  were  responsible  for  most  of  the  radioactivity  observed 
in  the  HPLC  fractions  (only  fractions  containing  more  than  IX  of  the 
radioactivity  were  taken  into  account).  A  background  of  radioactivity 
(0-0, 5X  per  fraction)  was  found  in  each  of  the  fractions  eluted 


178 


beyond  the  thymidine  peak.  Table  10  shows  the  amounts  of  adducts  and 
thiodiglycol  found  after  exposure  of  ct-DNA  and  whole  blood  to  1,  0.1 
and  0.05  mM  [^^S] mustard  gas. 

Table  10.  DNA-adducts  found  after  exposure  of  calf-thymus  DNA  and 
whole  blood  to  [^^S]mustard  gas 


Sample 

Concentration 
mustard  gas 
(raM) 

Percentage  radioactivity  of 
HPLC  input^ 

N7-G-HD 

N3-A-HD 

N7-G-HD-GD 

s  -  c  t  -  DNA*^ 

1 

66.3 

10.1 

14.2 

0.1 

54.8 

11.1 

14.7 

0.05 

54.4 

QO 

21.4 

Ss-ct-DNA^ 

1 

49.5 

4.3 

10.5 

0.1 

54.6 

3.8 

9.5 

Blood*^ 

1 

61.4 

4.8^ 

15.2 

0.1 

60.9 

6.5^ 

19.6 

®  Only  fractions  containing  more  than  IX  of  the  radioactivity 
were  taken  into  account;  the  percentages  have  been  corrected 
for  the  amount  of  thiodiglycol  recovered 
^  Data  from  two  experiments  (averaged) 

^  Data  from  one  experiment 

^  Data  from  one  experiment:  in  the  other  experiment  N3-A-HD  was 
not  formed 


Table  10  shows  that  N7-G-HD  monoadduct  is  the  major  adduct  formed  in 
ct-DNA  and  in  DNA  from  WBC.  Higher  concentrations  of  mustard  gas 
resulted  in  relatively  more  N7-G-HD  raonoadducts  and  less  di -adducts, 
suggesting  a  certain  saturation.  The  proportion  of  N3-A-HD  adducts  in 
ct-DNA  is  higher  than  in  WBC.  As  was  observed  before,  the  relative 
amount  of  thiodiglycol  was  high  in  the  experiment  with  ds-ct-DNA, 
probably  because  during  the  DNA- isolation  by  a  single  ethanol 
precipitation  not  all  of  it  had  been  removed.  The  percentages  of  the 
adducts,  therefore,  have  been  corrected  for  the  amount  of 
thiodiglycol  present.  In  one  experiment  with  human  blood  N3-A-HD  was 
not  found.  For  ss -ct-DNA,  the  three  major  adduct  peaks  represent  only 
66X  of  all  radioactivity.  There  were  two  additional  large  peaks 
(containing  about  11  and  16X  of  total  radioactivity)  which  had  longer 
retention  times  than  the  three  major  peaks:  ono  appeared  close  to  the 
elution  position  of  06-G-HD.  The  other  one  may  pertain  to  the  Nl- 
monoadduct  of  adeuine.  The  Nl-positlon  in  adenine  is  more  reactive 
towards  mustard  gas  than  the  N3-posltion,  but  in  double -stranded  DNA 
the  Nl-posltion  is  shielded.  These  peaks  have  not  been  identified 
yet.  Steric  hindrance  may  also  be  a  reason  for  the  absence  of  06-G-HD 
adduct  in  ds-DNA.  The  formation  of  the  di-adduct  of  N7-guanine  in  ss- 
ot-DNA  in  roughly  the  same  proportion  as  in  ds-ct-DNA  suggests  that 
the  majority  of  these  adducts  do  not  result  from  Interstrand 
crosslinks.  Probably,  in  most  cases  it  is  formed  via  the  reaction  of 
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one  molecule  of  mustard  gas  with  two  different  guanines  belonging  to 
the  same  DNA- strand  (36). 

From  the  total  data  the  degree  of  alkylation  of  DNA.  that  is  the 
ratio  of  alkylated  bases  versus  non-modified  bases,  has  been 
calculated.  The  results  are  presented  in  Table  11.  This  table  shows 
that  mustard  gas  is  a  very  effective  alkylating  agent.  Even  in  blood 
treated  with  mustard  gas  (1  mM) ,  where  so  many  other  reactive 
constituents  are  present.  1  out  of  every  124  guanine  bases  is 
alkylated  to  form  the  N7-G-HD  monoadduct.  It  should  be  mentioned  that 
the  peaks  corresponding  to  adducts  with  a  low  degree  of  labelling 
(<  1:1.000)  contained  small  amounts  of  radioactivity,  which  resulted 
in  data  that  .are  not  very  accurate.  This  prohibited  the  determination 
of  the  adducts  formed  in  WBC  at  lower  concentration  of  mustard  gas. 
Also,  extrapolation  from  the  data  of  Table  11  to  lower  doses  of 
mustard  gas  results  in  uncertain  values. 


Table  11.  Degree  of  alkylation  with  mustard  gas  in  calf- thymus  DNA 
and  DNA  from  white  blood  cells 


Sample 

Concentration 
mustard  gas 
(mM) 

Ratio  alkylated  bases/unmodified  bases 

N7-G-HD/G 

N3-A-HD/A 

N7-G-HD-G/G^ 

Ds-ct-DNA 

1 

1:10 

1:64 

1:47 

0.1 

1:75 

1:378 

1:286 

0.05 

1:151 

1:946 

1:390 

Ss-ct-DNA 

1 

1:18 

1:283 

1:61 

0.1 

1:129 

1:1.550 

1:844 

Blood 

1 

1:124 

1:1,640 

1:502 

0.1 

1:1.000 

1:12,550 

1:3,280 

^  Alkylation  expressed  as  mol  crosslink/rool  G 


In  all  circumstances  of  treatment  of  DNA  with  mustard  gas.  the  N7-G- 
HD  monoadduct  was  shown  to  be  the  major  adduct;  for  that  reason  it 
was  decided  to  aim  the  development  of  an  immunochemical  detection 
method  at  this  adduct.  A  suitable  derivative  of  N7-G-HD  (confer 
1 1 1. 6.1),  therefore,  was  used  for  the  immunization  of  mice  in  the 
attempts  to  isolate  hybridomas  that  produce  specific  antibodies 
against  mustard  gas -damage  in  DNA. 
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I I I . 1 3 . , Detection  o£  interstrand  crosslinks  in  mammalian  cells 

The  development  of  methods  to  detect  mustard  gas-induced  DNA-DNA 
interstrand  crosslinks  by  means  of  the  method  of  "alkaline  elution" 
was  started  with  experiments  using  Chinese  Hamster  Ovary  cells  (CHO), 
because  of  the  experience  with  such  cells  at  TNO-MBL.  To  ensure  that 
concentrations  of  mustard  gas  were  chosen  which  permit  the  cells  to 
maintain  their  integrity,  the  so-called  biologically  relevant  doses, 
experiments  were  carried  out  to  determine  the  cell  survival,  i.c., 
colony-forming  ability,  of  CHO  cells  after  exposure  to  0.5-2. 5 
mustard  gas.  Figure  72  shows  that  exposure  in  this  concentration 
range  resulted  in  cell  survival  (and  cell  division)  gradually 
decreasing  from  lOOX  to  5X. 
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Figure  72.  Survival  (colony-forming  ability)  of  CHO-cells  exposed  to 
mustard  gas  (0.5-2. 5  uH  mustard  gas;  30  min;  37  °C).  After 
six  days  of  incubation,  colonies  of  50  or  more  cells  were 
counted  and  cell  survival  was  calculated.  The  data  are 
mean  values  of  six  samples  in  one  experiment  with  SEM 

On  the  basis  of  these  results  the  same  concentrations  of  mustard  gas 
were  applied  in  experiments  performed  for  the  detection  of  crosslinks 
in  CHO  cells  by  alkaline  elution.  Crosslink  induction  increased 
linearly  with  dose  (Figure  73).  The  exposure  induced  about  O.A 
crossllnk/lO^  guanines  per  /iM  mustard  gas.  From  this  data  it  was 
concluded  that  tho  method  is  suitable  for  the  detection  of 
interstrand  crosslinks  in  CHO  ceils. 

Also  experiments  were  carried  out  to  study  removal  of  the  crosslinks. 
After  exposure  of  CHO  cells  to  1  or  2  ^  mustard  gas  and  removal  of 
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Figure  73.  Crosslink  detection  in  CHO-cells  exposed  to  mustard  gas 
(0.5-2. 5  pM  mustard  gas;  30  min;  37  *^0)  by  alkaline 
elution.  The  data  are  mean  values  of  four  samples  in  one 
experiment  with  SEM 

the  mustard  gas  solutions,  the  cells  were  incubated  in  fresh  medium 
at  37  °C  for  0-4  h  and  at  intervals  the  amount  of  crosslinks 
remaining  was  measured.  Figure  74  shows  the  repair  curves.  After  both 
concentrations  the  highest  amount  of  crosslinks  was  detected  after 
1  h  of  post -treatment  incubation.  Evidently,  the  formation  of 
crosslinks  continues  after  termination  of  the  exposure,  probably  by 
through- reaction  of  mustard  gas  which  is  initially  bound  uono- 
functionally.  After  4  h  almost  all  interstrand  crosslinks  had  been 
removed.  With  this  technique  only  the  disappearance  of  crosslinks  can 
be  detected.  It  is  not  possible  to  tell  whether  the  crosslink-forming 
diethyl  thloether  chain  is  removed  properly  or  that  the  crosslinks 
are  simply  broken,  resulting  in  other  " DNA- damage s " . 

The  method  for  the  detection  of  crosslinks  was  developed  with  CHO 
cells,  which  could  be  radloactivoly  labelled.  Radio-labelled 
thymidines  were  Incorporated  in  the  DNA-strands  during  replication. 
Consequently,  the  DNA  determination  in  the  alkaline  elution  could  be 
based  on  radioactivity  measurements.  However,  white  blood  cells  (WBC) 
are  resting  cells,  so  no  radioactivity  could  be  incorporated  via  DNA- 
synthesls  during  culturing.  Therefore,  for  the  detection  of 
crosslinks  in  WBC.  the  DNA  in  the  eluted  fractions  was  detected 
fluorometrically . 

It  was  attempted  to  separate  different  types  of  WBC  (lymphocytes  and 
granulocytes)  by  Percoll -gradient  centrifugation.  It  was  thought  of 
interest  to  isolate  both  types  of  cells  and  to  examine  the  induction 
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Figure  74.  DNA-repair  of  crosslinks  in  CHO-cells  exposed  to  1  ( - ) 

and  2  (''')  mustard  gas  (20  min;  37  ^C)  as  studied  with 
alkaline  elution.  After  the  incubation  with  mustard  gas. 
the  medium  was  replaced  with  fresh  medium  and  the  plates 
were  Incubated  at  37  °C  (0-4  h).  The  data  are  mean  values 
of  four  samples  in  one  experiment  with  SEM 

of  crosslinks  in  each  cell  type,  because  the  reaction  of  mustard  gas 
with  various  types  of  WBC,  their  DNA-repair  systems  and  the  amount  of 
background  single -strand  breaks  might  differ  in  the  various  cell 
types.  However,  problems  were  encountered  with  the  Percoll -gradient 
method,  in  particular  in  the  isolation  of  the  required  amount  of 
granulocytes.  Therefore,  most  experiments  were  carried  out  with  a 
lysis  buffer  which  lyses  the  red  blood  cells  while  the  total  WBC 
fraction  could  be  isolated.  This  mixed  cell  population  was  used  for 
the  detection  of  Interstrand  crosslinks.  The  results  are  presented  in 
Figure  73,  showing  a  dose  dependent  increase  of  the  amount  cf 
crosslinks  in  the  dose -range  covered. 

By  means  of  HPLC  of  enzymatically  degraded  DNA  of  whole  blood  treated 
with  0.1  mM  [^^S|roustard  gas.  it  was  found  that  1  N7-G-HD-G 
(crosslink)  was  formed  per  3,280  unmodified  guanines,  that  is  1  such 
crosslink  per  328,000  guanines  when  extrapolated  to  an  exposure  to 
1  mustard  gas.  As  can  be  derived  from  Figure  73,  with  alkaline 
elution  of  cells  treated  with  1  fM  mustard  gas,  0.2  interstrand 
crosslink  per  1,000,000  unmodified  guanines  was  found  (that  is  1 
crosslink  per  3,000,000  guanines).  This  is  13-fold  difference. 
However,  with  alkaline  elution  only  the  interstrand  crosslinks  are 
detected,  whereas  with  HPLC,  both  interstrand  and  intrastrand 
crosslinks  are  determined,  suggesting  that  many  more  intrastrand 
crosslinks  are  induced  compared  to  interstrand  crosslinks  (36). 
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Figure  75.  Crosslink  detection  by  alkaline  elution  in  white  blood 

cells  from  whole  human  blood  exposed  to  0.3*5  /iM  mustard 
gas  (30  rain:  37  °C).  The  white  cells  were  isolated  by 
treatment  of  the  blood  with  a  buffer  that  induces  lysis  of 
the  red  blood  cells.  The  data  are  mean  values  of  four 
samples  in  one  experiment  with  SEM 

We  had  the  opportunity  to  analyze  blood  samples  from  four  victims  of 
the  Iran* Iraq  War,  who  were  presumably  exposed  to  mustard  gas  22-28 
days  earlier.  Blood  of  European  volunteers  was  collected  to  use  as 
controls.  This  "alkaline  elution”  method  as  described,  is  suitable 
for  the  detection  of  both  single -strand  breaks  (SSB)  and  interstrand 
crosslinks  which  mask  SSB's,  so  the  results  obtained  from  the 
experiments  with  blood  of  the  Iran* Iraq  War  victims  represent  an 
accumulation  of  SSB's  due  to  alkali-labile  sites  and  interstrand 
crosslinks.  In  these  experiments,  blood  of  the  alleged  victims  was 
Irradiated  with  4  Gy  and  the  number  of  SSB's  in  the  DNA  of  WBC's  as  a 
result  of  alkali-labile  sites,  irradiation  and  crosslinks  (masking 
the  SSB's),  was  compared  with  the  control  cells  of  European 
volunteers,  irradiated  with  the  same  dose.  Also  unirradiated  cells  of 
the  victims  and  the  European  volunteers  were  examined.  A  ratio  of  1 
indicates,  that  no  alkali -labile  sites  or  interstrand  crosslinks  are 
detectable,  whereas  a  ratio  >  1  indicates  an  induction  of  alkali - 
labile  sites  and  a  ratio  <  1  an  induction  of  crosslinks.  In  these 
experiments  both  the  lymphocytes  and  the  granulocytes  were  Isolated 
by  Percoll -gradient  centrifugation.  Table  12  shows  the  results  of 
three  experiments  (22.  26  and  28  days  after  exposure),  concerning  the 
blood  samples  of  the  four  alleged  victims. 
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The  results  show  a  sligut  induction  of  SSB's  in  the  DNA  of  blood 
cells  of  the  patients  02  and  03  (both  only  suffering  from  lung 
injury),  possibly  due  to  the  formation  of  alkali-labile  sites  by 
mustard  gas.  This  is  even  more  pronounced  if  the  amount  of  SSB's  in 
unirradiated  WBC  of  the  victims  is  compared  with  the  amount  of  SSB's 
in  unirradiated  control  cells.  The  damage  in  lymphocytes  is  more 
severe  than  in  granulocytes.  The  experiment  with  blood  of  these  two 
patients  was.  however,  carried  out  only  once.  No  more  blood  was 
available  to  repeat  the  experiment.  It  is  not  possible  to  detect  a 
significant  increase  of  SSBs  in  the  DNA  of  patients  01  and  04  (with 
the  medical  diagnosis:  no  lung  injury,  only  skin  blisters  in  the 
pelvis  area).  Crosslinks  are  not  detected  in  any  patient. 


Table  12.  The  relative  number  of  single-strand  breaks  (SSB's)  in  the 
DNA  of  lymphocytes  and  granulocytes  from  alleged  victims  of 
mustard  gas  exposure  during  the  Gulf  War® 


Patient 

Number  of  days 
after  exposure^ 

Relative  amount 
after  4  Gy 

Lym*^  Gran** 

of  SSB's 
unirradiated 

Lym*^  Gran** 

01 

22 

0.99 

0.96 

0.62 

1.21 

26 

0.79 

0.85 

0.75 

1.07 

28 

1.21 

1.22 

1.18 

1.80 

02 

22 

1.77 

1.21 

3.04 

1.75 

03 

22 

1.23 

1.15 

2.75 

1.94 

04 

26 

0.94 

0.83 

0.75 

0.69 

28 

1.15 

0.86 

2.77 

0.78 

®  The  amount  of  SSB's  in  cells  of  alleged  victims,  after  4  Gy  ^^Co- 
c- irradiation  and  the  amount  in  unirradiated  cells  relative  to  the 
amount  of  SSB's  in  control  cells,  not  exposed  to  mustard  gas,  but 
irradiated  with  4  Gy  ^^Co-c-irradiation  and  unirradiated  control 
cells,  respectively 

^  The  data  shown  are  averages  of  three  independent  experiments  at 
each  day  indicated 
^  Lymphocytes 
^  Granulocytes 


The  conclusions  ttave  to  be  regarded  as  very  preliminary  about  the 
induction  of  alkali -labile  sites  or  crosslinks  by  exposure  to  mustard 
gas  in  vivo,  or  about  the  persistence  of  adducts  in  these 
experiments,  3-4  weeks  after  exposure.  Without  blood  of  control 
volunteers,  also  living  in  Iran,  it  is  difficult  to  evaluate  a 
possible  induction  of  SSB's  (patients  02  and  03)  by  mustard  gas. 
because  factors  such  as  sunshine,  food  or  exposure  to  other  DNA- 
damaging  agents  present  in  the  environment,  could  influence  the 
outcome  of  the  experiments.  However,  it  may  be  possible  that 
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alkylation  of  DNA  of  blood  cells  in  patients  with  lung  injury  is  more 
severe  than  in  patients  with  skin  damage,  as  a  result  of  a  higher 
diffusion  rate  of  mustard  gas  into  the  blood  circulation  via  the 
respiratory  system,  than  via  the  skin  (patients  with  blisters). 

Ill .14.  Immunological  detection  of  mustard  gas  adducts  to  DNA 

III.14  1.  Competitive  Enzvme-Linked  Immunosorbent  Assay  (ELISA) 

For  the  development  of  immunochemical  detection  methods  of  exposure 
to  DNA-damaging  agents,  an  antiserum  raised  against  a  suitable  DNA- 
damage  is  needed.  To  this  end,  calf -thymus  DNA  was  treated  with  1  mM 
mustard  gas  and  used  as  immunogen  for  immunization  of  rabbits  to 
obtain  a  polyclonal  antiserum.  As  immunogen  for  the  last  booster 
immunization,  ss-ct-DNA  treated  with  1  mM  mustard  gas  was  used 
(instead  of  ds-ct-DNA),  which  was  thought  to  stimulate,  especially, 
the  production  of  antibodies  against  the  N7-G-HD  monoadduct.  Two 
rabbits  were  immunized  and  both  polyclonal  antisera  were  tested  on 
activity  against  untreated  and  mustard  gas-treated  ss-ct-DNA  and  in  a 
direct  ELISA. 

The  difference  in  response  against  these  two  DNA-samples  reflects  the 
specific  affinity  for  DNA  adducts  with  mustard  gas.  After  the  first 
immunization,  the  sera  of  both  rabbits  were  tested  and  one  (U7/10) 
showed  a  specific  response  against  DNA  treated  with  mustard  gas 
(Figure  76).  With  this  serum  it  was  possible  to  start  the 
optimalization  of  the  ELISA.  In  the  ELISA,  small  reaction  vesse.ls. 
l.e.,  wells  in  a  plastic  microtiter  plate,  are  coated  with  poly<L« 
lysine  followed  by  control  or  mustard  gso*treated  DNA.  Next,  the 
antiserum  is  added  in  various  dilutions.  The  binding  of  antibodies  no 
the  immobilized  DNA  is  assayed  via  attachment  of  a  so-called  second 
antibody  that  carries  a  detection  enzyme.  The  aim  of  the 
optimalization  was  to  reduce  aspeciflc  binding  of  the  antiserum  and 
the  conjugated  second  antibodies  to  the  DNA  and  the  polystyrene 
wells.  The  aspecific  binding  was  reduced  by  blocking  free  binding 
places  of  poly-L-lysine  and  DNA  with  gelatine  instead  of  foetal  calf 
serum  (FCS).  which  is  normally  used  in  this  laboratory,  and  by  using 
Tween  20  in  the  various  washing  steps.  FCS  could  not  be  used  because 
it  increased  the  background  signal.  The  responses  of  the  antisera 
against  ss-ct-DNA  and  ss-ct-DNA  treated  with  1  mH  mustard  gas  after 
the  first,  second,  and  third  immunization  are  shown  in  Figures  76. 

77.  and  78.  respectively.  The  results  show  that  the  antiserum 
activity  of  W7/10  against  HD-DNA  increased  after  each  immunization, 
while  the  response  against  uncreated  ss-ct-DNA  remained  very  low,  a 
criterion  for  the  selectivity  of  the  antiserum.  In  contrast,  the 
snc-ibody  response  of  U6/3  was  not  increased  after  the  second 
iimminization.  Therefore,  only  rabbit  W7/10  was  bled. 
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Figure  76.  Antibody  response  observed  with  the  rabble  sera  U7/10  and 
W6/3  in  a  direct  ELISA,  two  weeks  after  the  first 
imur.lzatlon  with  double* stranded  calf*thyaus  DNA  treated 
with  1  oN  Bustard  gas.  The  wells  were  coated  with  excess 
slngle*r trended  calf-thyaus  DNA  treated  with  1  bH  austard 

gas  (-^ — *:  {>>7/10;  a - a:  W6/3)  or  with  untreated  single* 

stranded  calf  thvBus  DNA  (e--*4>;  U7/10:  a** -a;  U6/3).  The 
antibody  Bolecules  bound  to  the  walls  were  detected  with 
enzyae* conjugated  second  antibodies  on  the  basis  oi  the 
enzvBe  activity 

With  the  U7/10  serua  collected  after  the  bleeding,  the  ELISA  was 
further  laproved  (e.g..  by  estlBatlng  the  optiaal  concentration  of 
austard  gas  for  treataent  of  the  coailng*DNA.  the  optiaal  aaount  of 
conjugated  second  antibodies,  and  the  optiaal  aaount  of  DNA/well). 
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Figurt  77.  Antibody  rtsponso  obi«rv«d  with  the  rabbit  sera  U7/10  and 
U6/Si  in  a  direct  ELISA,  two  weeks  after  the  second 
iaasunization  with  double -stranded  calf-thyaus  DNA  created 
with  1  aH  ftustard  gas.  The  wells  were  coated  with  excess 
single -stranded  calf-chyaus  DNA  created  with  1  aM  austard 
gas  (♦ — e:  U7/10:  e-  U6/5)  or  with  untreated  single- 

stranded  calf-chyaus  DNA  (♦•••♦:  W7/10;  a- --a;  W6/5) 

Ss-cc-DNA  was  treated  with  I-IOOO  aN  austard  gas  and  used  to  coat  to 
Che  wells  of  the  96-well  aicrociter  plates  and  the  serua  was  tested 
in  three  concentrations  (IrAO.OOO.  1:80,000  and  1:160.000,  Figure 
79).  In  the  preceding  assays,  the  serua  was  only  tested  on  ss-ct-DNA 
treated  with  1  aN  austard  gas.  but  Figure  79  shows  that  treataent 
with  100  mN  austard  gas  resulted  in  the  highest  response. 
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Figure  78.  Antibody  response  observed  with  rabbit  serum  UZ/IO  in  a 

direct  ELISA,  two  weeks  after  the  third  inmunization.  with 
single -stranded  calf-thvisus  DNA  treated  with  1  mM  mustard 
gas,  The  wells  were  coated  with  excess  single -stranded 
calf -thymus  DNA  treated  with  I  «H  mustard  gas  (♦ — +)  or 
with  untreated  single -stranded  calf-thyasis  DNA  l+'-+) 


Figure  79,  Antlbodv  response  observed  with  rabbit  serum  U7/10  in  a 
direct  ELISA.  The  well#  were  coated  with  excess  single- 
stranded  calf-thymus  DNA  treated  with  I-IOOO  pM  mus.ard 
gas.  Three  different  serum  concentrations  were  tested; 
1;AO,000  le _ ♦).  1:80.000  (a---a)  and  1:160.000  (o---o) 
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Another  important  factor  for  an  optimal  detection  of  the  DNA-daraage, 
is  the  amount  of  conjugated  second  antibodies  (goat -anti -rabbit- IgG- 
alkaline  phosphatase  conjugated:  GAR-IgG-AP),  which  should  be  in 
excess  over  the  amount  of  bound  first  antibodies.  Figure  80  shows  the 
results  of  different  dilutions  of  GAR-IgG-AP  tested  on  ss-ct-DNA 
treated  with  1  mM  mustard  gas.  Three  different  dilutions  of  W7/10 
serum  were  tested  (1:8.000,  1:16,000,  and  1:32,000).  The  ELISA  signal 
(fluorescence)  increased  with  the  concentration  of  GAR-IgG-AP,  but 
beyond  1:1,000  hardly  any  further  Increase  was  observed.  Therefore, 
in  subsequent  expt-c iments  the  runcent ration  used  was  1:1,000 


OAA-lgO-AP  (liluHon  (xIOOO) 


Figure  80.  Antibodv  r«spont«  ob*«rv«0  with  rabbit  s«iiuMi  W7/10  in  a 
direct  FLtSA.  in  which  various  dilutions  wsre  ttateC  of 
th«  second  antibody,  i goat -anti -rabbit- lgC-«Ikal Ine 
phosphatase  conjugate  (l;2!i0  •  1:8,000).  The  wells  were 
coated  with  excess  single -stranded  calf -thymus  OftA  treated 
with  V  aH  mustard  gas.  Three  different  WZ/IO  scrum 
concentrations  were  tested;  1:8. OOO  i;  16,000 

(a  --m)  and  1:12.000  {o---o) 

The  amount  of  DNA  adducts  present  in  the  coating  of  the  wells  should 
be  in  excess  over  the  amount  of  antibodies  that  can  bind  to  these 
adducts,  DNA  treated  with  100  fiH  custard  gas  waa  used  for  the  coating 
at  various  concent rar ions  (0,1-10  sg/Nl)  and  three  different  U7/10 
serum  dilutions  were  tested  (1:20.000,  1,40,000  and  1:80.000).  as  is 
shown  in  Figure  81,  At  s  DNA -concent rat ion  of  1  |ig/ml  <50  ng/well) 
the  maximum  fluorescence  was  reached.  When  more  DNA  was  added  the 
fluorescence  even  showed  a  slight  decrease 
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Figure  81.  Antibody  response  observed  with  rabbit  serum  W7/10  in  a 
direct  ELISA,  in  which  various  concentrations  of  single- 
stranded  calf -thymu-s  DNA  created  with  0.1  M  mustard  gas 
were  used  as  coating-DNA  in  the  wells.  Three  different 

serum  concentrations  were  tested:  1:20.000  (+ - +). 

1:40.000  (A---A)  and  1:80.000  (o-— o) 

With  the  optlnalization  of  the  ELISA,  also  parameters  were  determined 
for  the  competitive  ELISA.  In  the  competitive  mode  of  this  assay,  a 
fixed  amount  of  antibodies  Is  incubated  with  various  concentrations 
of  competitor  DNA  before  the  solutions  are  added  to  the  wells,  Then, 
only  the  antibody  mcleeules  not  occupied  in  attachment  to  the 
competitor  cati  bind  to  the  coating  DNA.  These  are  "back  titrated" 
under  the  conditions  of  the  direct  ELISA.  The  fixed  amount  of  W7/10 
antisertua  was  selected  such  that  without  any  competitor  material 
added  the  ELISA  reading  would  reach  a  fluorescence  level  of  30X  of 
the  highest  avtainabln  level  after  2  h  of  Incubation  with  the 
substrate.  This  Is  the  lOOX  value  of  the  methud.  A  1:40.000  dilution 
was  chosen. 

In  the  dev6lopOM»nt  of  the  competitive  ELISA,  untreated  se-ct-DNA  and 
sa-ct-DNA  treated  with  10  aiKl  100  pH  mustard  gas  were  used  as 
tompe'llor.  For  the  coating  of  the  wells.  ss-ct-DNA  treated  with  10 
and  100  fiH  mustard  gas  was  used  (50  ng/well).  The  competition  curves 
are  shown  in  Figure  82.  The  amounts  of  competitor  DNA  needed  for  e 
reduction  of  50X  of  the  mexlnal  fluorescence  signal  ("50*  Inhibition 
point"),  with  ss-ct-ONA  treated  with  10  hH  mustetd  gae  as  competitor, 
ate  3.1  and  12.5  ng  DNA/wel I  on  costings  consisting  of  DNA  treated 
with  10  and  100  pM  mustard  gas.  respectively.  With  es-ct-DNA  treated 
with  100  iiH  mustard  gas  as  competitor,  the  50*  Inhibition  points  are 
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0.15  and  0.52  ng  DNA/well  on  coating  DNA  treated  with  10  and  100 
mustard  gas,  respectively.  These  results  show  that  DNA  treated  with 
10  /iM  mustard  gas  leads  to  a  higher  sensitivity  in  the  competitive 
ELISA,  although  DNA  treated  with  100  (iH  mustard  gas  gives  a  better 
signal  in  the  direct  ELISA.  For  this  reason,  ss-ct-DNA  treated  with 
10  mustard  gas  has  been  selected  as  coating  DNA  for  the 
competitive  ELISA. 


A 


9 


ng  oompttitor  WA/wtll 


Figure  82.  Coapcticive  ELISA  with  rabbit  aerua  W7/10  and  single- 

stranded  caif-thyaus  DNA  treated  with  100  (M  austard  gas 
(0---0).  10  iiH  austard  gas  (a--*A)  or  untreated  DNA 
(* — as  the  coapetitor.  The  wells  were  coated  with  an 
excess  of  single -stranded  calf-thyaus  DNA  treated  with 
10  aN  austard  gas  (panel  A)  or  100  pM  austard  gas 
(panel  B) 

After  optisuilization  of  all  paraaeters,  the  sensitivity  of  the 
coapetitive  ELISA  (the  aaount  of  austard  gas-adducts  detectable  per 
well)  could  be  estiaatod  for  this  polyclonal  antiserua.  by  using 
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untreated  and  mustard  gas-treated  ss-ct-DNA  (0.1,  1  and  10  /iM  mustard 
gas)  as  competitor.  The  competition  curves  are  shown  in  Figure  83. 

The  sensitivity  derived  from  these  curves  is  shown  in  Table  13. 


Figure  83.  Competitive  ELISA  with  rabbit  serum  U7/10  and  single- 

stranded  calf-thymus  DNA  as  competitor.  The  competitor  DNA 

was  treated  with  10  (o o),  1  /iM  (+ ■«•)  or  0.1  juM 

(\ — a)  mustard  gas  or  was  untreated  (a - a).  The  wells 

were  coated  with  an  excess  of  single -stranded  calf -thymus 
DNA  treated  with  10  /iM  mustard  gas 

As  Figure  63  indicates,  untreated  DNA  does  not  give  any  inhibition, 
not  even  at  high  doses.  The  three  DNA's  show  the  expected  dependence 
of  the  amounts  needed  to  obtain  bOt  inhibition  on  the  adduct  content 
in  the  DNA.  The  quantity  required  increases  in  proportion  to  the 
decrease  in  adduct  content.  When  expressed  as  the  amount  of  adducts 
detected,  all  three  DNA's  indicate  a  sensitivity  of  a  few  femtoisoles 
of  adduct  at  the  30X  inhibition  points.  This  conclusion  is  based  on 
the  results  of  the  experiments  with  |^^S)mustard  gas  (confer  111.12). 
which  indicate  that  the  major  adduct,  i.e.,  the  monoadduct  N7-C-HD, 
is  expected  to  be  induced  in  single 'Stranded  DMA  to  a  level  of  one 
adduct  per  !>1600  nucleotides  per  /iM  of  mustard  gas  (extrapolation 
from  the  100  /iH  data  in  Table  11).  or  0.06S  fmol  N7-C-HD  per  ng  DNA. 
Thus,  at  the  !)0X  inhibition  point  2.4  (10  /iH)  to  3.8  (0.1  and  I  /iH) 
fmol  of  this  adduct  should  have  been  present  per  well.  In  practice, 
when  the  ELI5A  is  used  as  a  detection  assay,  often  the  20X  inhibition 
point  is  applied,  which  increases  the  sensitivity.  This  would  mean 
that  a  positive  detection  appears  possible  of  an  amount  of  mustard 
gas-exposed  DNA  that  contains  as  little  as  0.4  fmol  N7-C-HD  per  well. 
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According  to  a  similar  reasoning,  the  specificity  of  the  method  was 
calculated,  i.e.,  the  ratio  between  the  ntunber  of  N7-G-HD  adducts  to 
the  number  of  unmodified  nucleotides.  Again,  these  values  were 
estimated  by  linear  extrapolation  of  the  degree  of  alkylation 
detected  by  HPLC  in  ss-ct-DNA  that  had  been  treated  with  0.1  mM 
[^^S]mustard  gas.  This  DNA  contained  1  N7-G-HD  monoadduct  per  129 
unmodified  guanines  (Table  13).  For  competitor  ss-ct-DNA  treated  with 
0.01  pM  mustard  gas,  this  would  mean  that  1  N7-G-HD  monoadduct  can  be 
detected  amongst  1,290,000  unmodified  guanines  or  ca.  5,160,000 
unmodified  nucleotides. 


Table  13.  Competitive  ELISA  for  the  detection  of  mustard  gas  adducts 
in  calf -thymus  DNA  treated  with  mustard  gas,  with 
polyclonal  antiserum  W7/10 


Cone . 
mustard 
gas 
(mM) 

Sensitivity 

N7-G-HD  monoadduct 
at  SOX  inhi-ition 
point 

(fmol/well ) 

Guanines 
at  SOX 
inhibition 
point 

(pool /well) 

Specificity 
(N7-G-HD  monoadduct/ 
guanine ) 

0 

• 

0 

0.1 

3.8 

492 

1:129,000 

1 

3.8 

49.2 

1:  12,900 

10 

2.4 

3.1 

1:  1,290 

III. 14. 2. 

The  detection  of  mustard  eas  adducts 

in  calf‘th.YBus  DNA 

and.WBC  with  thg  coapetitivt  ELISA 

Effects  of  alkali  treatment  and  of  vartattona  in  DNA  batches 
To  detect  oustard  gas  adducts  to  DNA  of  white  blood  cells  (UBC),  tr 
is  necessary  to  disrupt  the  cell  wall  and  nuclear  oeabranc  to  release 
the  DNA.  and  to  optiaize  the  accessibility  of  the  DNA  for  the 
antibodies.  In  a  first  approach,  the  DNA  was  released  by  treataent  of 
the  cells  at  high  pH.  In  this  way  the  DNA  is  aade  single* stranded  as 
well.  Since  the  anti.sorua  was  raised  against  austard  gas-treated 
single -stranded  DNA,  it  was  thought  that  adducts  in  single -stranded 
DNA  would  be  recognized  better  by  the  antiserua  than  those  in  double- 
stranded  DNA.  The  UBC  froa  mustard  gas -treated  blood  were  Incubated 
in  a  NaCl -solution,  adjusted  to  pH  12.1.  for  30  ain  at  20  **€.  After 
sonication.  the  solution  was  neutralized.  The  sonication  is  performed 
to  procure  extensive  fragaentstion  of  the  DNA  while  single -stranded, 
yielding  relatively  saall  fragments  that  will  be  unable  to  retrieve 
the  complementary  counterparts  to  re-form  double  strands.  This  is 
particularly  relevant  in  case  interstrand  crosslinks  are  expected 
which  are  starting  places  for  renaturacion  after  neutralization.  In 
control  experiments,  mustard  gas-treated  ss-  and  ds-ct-DNA  was  run 
through  the  same  procedures  and  tested  In  the  competitive  ELISA 
together  with  the  UBC  samples. 

Figure  84  shows  the  competition  curves  for  whole  blood  created  with 
I,  0.1  and  O.Ol  mM  mustard  gas  (panel  A)  and  ss-ct-DNA  treated  with 
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10  and  1  /iH  mustard  gas  or  untreated  (B).  Panel  B  also  shows  results 
obtained  with  alkali -treated  and  untreated  DNA,  tested  to  observe  the 
influence  of  alkali  on  the  outcome  of  the  assay.  However,  the  ELISA 
results  did  not  indicate  the  presence  of  mustard  gas  adducts  that 
were  recognized  by  the  antibodies,  neither  with  the  WBC-DNA  (Figure 
84A)  nor  with  the  mustard  gas-exposed  ss-ct-DNA  treated  with  alkali 


A 


B 


na  ooinp«mor  DNA/wbH 


Figure  84.  Conpetitive  F.LtSA  with  rebbit  eenui  U7/10  and  DNA  at 

coapetitor.  Panel  A;  DNA  froa  huaan  blood:  whole  blood  waa 
treated  with  1  aM  — *),  0.1  bH  (e---e)  or  0.01  aH 

(**‘*a)  austard  gat  or  untreated  (o‘‘o)  and  then  brought 
at  alkaline  pH  to  release  DNA  and  to  Induce  slngle- 
scrarwledness.  Panel  B:  single -stranded  calf-thyaus  DNA. 
treated  with  10  tM  or  1  pM  (a- --a)  austard  gas  and 

untreated  (o---o).  before  and  after  exposure  to  alkaline 
pH  (10  aH  austard  gaa.  1  iM  austard  gas:  a — a: 

untreated;  o - o>.  The  wells  were  coated  with  an  excess  of 

single-stranded  calf-thysais  DNA  with  10  aH  austard  gaa 
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(Figure  84B) .  In  contrast,  ss-ct-DNA  treated  with  mustard  gas,  but 
not  with  alkali,  did  show  the  expected  competition  curves  (Figure 
84B).  A  possible  explanation  could  be  that  during  the  alkali 
treatment  in  all  N7-G-HD  adducts  the  imidazole  ring  of  the  guanine 
was  opened  and,  as  a  consequence,  the  adducts  are  no  longer 
recognized  by  the  antibodies  which  were  raised  with  mustard  gas- 
treated  DNA  having  intact  guanine  ring  systems.  This  ring  opening  is 
known  to  occur  with  N7 -alkylated  guanines  in  alkaline  medium. 
Therefore,  methods  using  alkali  probably  are  unsuitable  for  the 
isolation  of  WBC-DNA  for  an  ELISA  to  test  mustard  gas  damage  with 
these  antibodies.  Another  remarkable  fact  is  the  high  response  of  DNA 
of  untreated  WBC  and  untreated  ss-ct-DNA  in  this  experiment.  In 
several  other  experiments,  it  appeared  that  different  batches  of  DNA 
could  lead  to  different  outcomes,  so  it  is  important  to  perform 
control  experiments  with  the  same  DNA-batch. 

DNA  batch  from  another  species 

Because  of  poor  reproducibility  and  varying  high  background  levels  in 
the  competitive  ELISA  when  different  batches  of  mustard  gas-treated 
calf-thymus  DNA  (ct-DNA)  were  used,  we  investigated  whether  these 
problems  could  be  overcome  by  using  salmon-sperm  DNA.  Salmon-sperm 
DNA  was  purified  by  phenol  extraction  and  ethanol -precipitation  and 
treated  with  mustard  gas  (0.001-10  #iM;  37  °C;  45  min)  as  described 
for  calf-thymus  DNA  (see  1 1. 11. 2).  The  samples  were  tested  in  the 
competitive  ELISA.  Disappointingly,  the  results  obtained  with  this 
material  showed  that  the  sensitivity  did  not  exceed  the  level  reached 
with  the  competitive  ELISA  using  the  ct-DNA  and,  again,  the 
reproducibility  was  poor. 

Since  no  improvement  was  obtained,  it  was  decided  to  continue  the 
experiments  with  ct-DNA  and  to  produce  a  standard  batch  of  mustard 
gas-treated  ct-DNA  (with  a  known  degree  of  alkylation)  to  be  used  as 
a  standard  in  the  competitive  ELISA.  It  was  decided  to  include  in 
each  assay  the  standard  batch  for  calibration  purposes.  In  this  way, 
the  amount  of  alkylation  can  he  calculated  in  samples  exposed  to 
unknown  concentrations  of  mustard  gas.  and  the  reproducibility  of  the 
method  can  be  checked. 

Meatina  at  low  ionic  strength 

In  another  experiment  we  tested  whether  hecting  at  low  ionic 
strength,  just  above  the  melting  temperature  at  which  the  DNA 
unwinds,  will  increase  the  single- strandedness  without  too  much  loss 
of  N7-C-HD  ownoadduct  from  the  ONA  by  depurinat ion.  Therefore,  we 
heated  both  ss-ct-DNA  and  ds-ct-DNA  at  70.  ^  30  for  10  min.  A 

slgrificant  increase  in  inhibition  in  the  competrUlvc  ELISA  was 
obtained  with  ds-ct-DNA.  particularly  after  heating  at  75  °C. 

However,  the  experiments  with  ss-ct-DNA  revealed  about  a  5QX  loss  of 
N7-C  HD  at  the  lowest  temperature  applied  (70  ^C). 

Treatment  with  formamide 

Another  method  to  disrupt  cell  walls  and  membranes,  and  to  make  the 
DNA  single -stranded  is  to  treat  the  cells  in  a  citrate  buffer  with 
70t  formamide  .a  56  However,  WBC  treated  with  mustard  gas 
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followed  by  release  and  denaturation  of  DNA  with  formamide,  showed 
results  comparable  with  those  of  cells  treated  with  alkali  (Figure 
85).  Interference  of  the  medium  with  the  ELISA  could  be  excluded  as 
the  explanation  for  this  result  on  the  basis  of  control  studies  with 
mustard  gas-treated  calf-thymus  DNA  (Figure  86),  where  the  responses 
of  ss-ct-DNA  untreated  and  treated  with  the  formamide  solution  were 
practically  the  same.  It  appears  possible  that  the  formamide 
treatment  is  not  capable  to  degrade  the  cells  completely  and  to 
remove  the  histones  from  the  DNA,  which  is  necessary  to  make  the 
adducts  inside  the  protein-DNA  cluster  accessible.  Furthermore,  it 
appeared  that  concentrations  of  formamide  exceeding  2.5X  resulted  in 
high  background  values  in  the  ELISA.  Lowering  the  concentration 
beneath  this  level  simply  by  dilution  was  possible  with  the  treated 
ct-DNA,  but  not  with  the  biological  samples  containing  low  amounts  of 
DNA. 

Attempts  failed  to  precipitate  the  DNA  in  the  formamide  solutions 
with  a  high-salt  buffer  and  ice-cold  absolute  ethanol.  In  another 
approach  the  DNA  samples  were  dialyzed  in  very  small  dialysis  cups 
either  against  demineralized  water  or  PBS.  The  concentration  of  DNA 
was  measured  and  the  samples  were  tested  In  the  ELISA.  The  experiment 
showed  that  formamide  can  be  removed  in  this  way  to  such  an  extent 
that  it  no  longer  interferes  in  the  ELISA.  In  preliminary  experiments 
with  various  DNA  samples,  a  remarkably  high  background  response  of 
untreated  DNA  in  the  ELISA  was  observed  when  the  samples  were 
dialyzed  against  PBS.  while  the  background  response  was  low  when 
demineralized  water  was  used.  Renewed  attempts  to  remove  the 
formamide  by  dialysis  resulted  again  in  a  high  background  response  of 
untreated  DNA,  or  In  poorly  reproducible  results. 


inhibition  (%) 
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ng  competitor  DNA/well 


Flfture  85.  Coapetltive  ELISA  vith  rabbit  sarua  W7/10  and  DKA  fro« 
huiBan  blood  as  coapatitor.  Whole  blood  was  treated  wl'^h 

I  oK  (+ _ ♦).  O.l  aH  (4*--A)  or  O.Ol  aM  (0‘  -o)  auatard 

gas  or  untreated  (a- --a).  Next.  DNA  was  released  and 
denatured  with  the  70X  foraaaide  buffer.  The  wells  were 
coated  with  an  excess  of  single^stranded  calf-thyaus  DNA 
treated  with  10  pH  austard  gas 
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ytfiurt  86.  Coap«tirlve  ELISA  vith  rabbit  senui  U7/1Q  and  lingla* 
stranded  calf-thyaus  DMA  as  coapctitor.  The  DNA  was 
treated  with  10  ^  or  1  mM  (a)  austard  gas  or 
untreated  (s)  and  then  tested  in  the  coapetitive  ELISA 

before  (  *  )  or  after  ( - >  treataent  with  the  70X 

forsMalde  buffer.  The  wells  were  coated  with  an  excess  of 
single ‘Stranded  calf-thyaus  DNA  treated  with  10  «iH  sMStard 
gas 
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DNA  isolation  after  lysis  with  SDS 

The  fourth  procedure  attempted  was  more  successful.  In  this  approach 
the  mustard  gas -treated  blood  cells  were  lysed  overnight  with  IX  SDS 
(to  degrade  the  cell  wall)  and  proteinase  K  to  degrade  the  proteins. 
Next  day,  the  DNA  was  purified  by  phenol  extraction  and  ethanol 
precipitation  and  then  dissolved  in  PBS.  The  DNA  (still  double- 
stranded)  was  sonicated  and  directly  thereafter  tested  in  the  ELISA. 
With  this  double -stranded  material,  significant  competition  was 
obtained. Using  this  procedure  several  (control)  experiments  were 
carried  out.  Ss-ct-DNA  was  used  that  had  been  treated  with  1  and 
10  /iM  mustard  gas  (Figure  87).  DNA  was  first  isolated  from  UBC  and 
then  treated,  either  in  single -stranded  (Figure  88)  or  in  double- 
stranded  form  (Figure  89),  with  0.1,  1  and  10  mustard  gas.  Also 
isolated  WBC  from  whole  blood  (Figure  90)  and  whole  blood  (Figure  91) 
were  treated  with  1  and  0.1  mH  mustard  gas  and  then  the  DNA  was 
isolated  and  assayed  in  the  ELISA. 


Figure  87.  Competitive  ELISA  with  rabbit  seriui  W7/10  and  single- 
stranded  calf- thymus  DNA  as  competitor.  The  DNA  was 

treated  with  10  iM  (* - or  1  pM  (a- --a)  mustard  gas  or 

untreated  (o---o)  and  then  tested  in  the  competitive 
ELISA.  The  wells  were  coated  wirh  an  excess  of  single- 
stranded  calf -thymus  DNA  treated  with  10  pN  mustard  gas 


inhibition  (%) 


Figure  88.  Coapntirivr  FLISA  with  rabbit  narua  U//10  and  DMA  iaolatad 
froa  huaan  whlc«  blood  cella  a«  co«p«titor.  Th«  DNA  was 
Isoiatsd  by  phenol  extraction  and  ethanol  precipitation 
and  then,  after  heating  (10  ain:  100  ^C)  to  induce  single* 
Mtrandedness.  treated  with  10  iM  (e — *) ,  1  iM  (a — a)  or 
0.1.  mM  (0---0)  aus...id  gas  or  untreated  (e---a).  The 
wells  were  coated  with  an  excess  of  single* stranded  calf* 
thyaus  DMA  treated  with  10  pM  austard  gas 


10* 


10* 


10* 


to*  10* 

no  oompotttor  0NA/w«if 


Figure  BO,  Coopctitiv^^  F.I.ISA  with  rabbit  iitruM  U//tO  and  DMA  iaoiatad 
troa  hunan  whita  biood  cella  aa  coapaticor.  Th«  DNA  waa 
itolatad  by  phenol  extraction  and  ethanol  precipitation 
and  then  treated  with  10  pM  \  pH  (a^^a)  or 

0.1  pH  (o<*-o)  auatard  gaa  or  untreated  (•■  -a).  The  wells 
were  coared  with  an  exceae  of  single-atranded  calf -thyaue 
DNA  treated  with  10  pH  auatard  gaa 


10*’  10*  10’  10'  10*  10* 
ng  competitor  DNA/well 


Figure  90.  Competitive  ELISA  with  rabbit  serum  W7/10  and  DNA  Isolated 
from  human  white  blood  cells  in  as  competitor.  White  blood 
cells  were  Isolated  from  whole  blood  and  treated  with  1  mM 
(,+ — _+),  100  fiH  (a — a)  or  10  ^  (o — o)  mustard  gas  or 
untreated  (e'*'#).  The  DNA  was  isolated  by  phenol 
extraction  and  ethanol  precipitation  and  tested  as  double- 
stranded  DNA.  The  wells  were  coated  with  an  excess  of 
single -stranded  calf-thymus  DNA  treated  with  10  (M  mustard 
gas 


10’  10*  10'  10*  10*  10* 
ng  comp«titor  DNA/weil 


Figure  91.  Competitive  ELISA  with  rabbit  serum  W7/10  and  DNA  Isolated 
from  human  white  blood  cells  as  competitor.  Whole  blood 
was  treated  with  1  mM  (♦— +)  and  100  pM  (A---a)  mustard 
gas  or  untreated  (o---o).  After  isolation  of  the  white 
cells.  DNA  was  isolated  by  phenol  extraction  and  ethanol 
precipitation  and  tested  as  double “Stranded  DNA.  The  wells 
were  coated  with  an  excess  of  slngle'Sttanded  calf*thymus 
DNA  treated  with  10  pN  mustard  gas 

The  JOX  Inhibition  points  of  all  these  samples  are  shown  in  Table  14. 
The  amount  of  NF-C-HO  monoadduct  present  with  competitor  DNA  at  the 
SOX  inhibition  point  for  ss-ct-DNA.  ds-ct-ONA  and  DNA  from  whole 
blood,  has  been  derived  by  extrapolation  from  the  data  shown  in  Table 
11  for  ss-  and  da-ct-DNA  treated  with  0.1  oH  («S|mustard  gas  and 
whole  bloud  treated  with  I  oH  |35s|mustard  gas  (1  adduct  per  129.  75 
and  124  unmodified  guanines,  respectively). 
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Table  14.  N7- (2 ' -Hydroxyethylthioethyl ) -guanine  munoadducts  (N7-G-HD) 
after  treatment  of  calf-thymus  DNA,  DNA  of  white  blood 
cells,  white  blood  cells  and  whole  blood  with  mustard  gas 
detected  in  a  competitive  ELISA 


Sample 

Single-/ 
double - 
stranded 
(ss/ds) 

Mustard 

gas 

concen¬ 

tration 

(«M) 

Amount  of  N7-G-HD 
N7-G-HD  at 

50%  inhibition 
point 

(f mol/well ) 

Amount  of 
competitor  DNA  at 
50%  inhibition 
point 
(ng/well) 

Ct-DNA 

ss 

1 

51.7 

880^ 

ss 

10 

10.5 

18 

Blood  DNA’ 

^  ss 

1 

43.2 

735 

ss 

10 

10.5 

18 

ds 

1 

959 

9500^ 

ds 

10 

234 

232 

WBC'^ 

ds 

100 

3000^ 

ds 

1000 

n.m.  ^ 

38 

Whole 

ds 

1000 

892 

146 

blood^ 

^  Extrapolated 

^  DNA  was  isolated  by  phenol  extraction  and  ethanol  precipitation, 
and  made  single -stranded  (if  applicable)  by  heating  at  100  for 
10  min 

^  Not  measured 

Evidently,  when  DNA  of  WBC  was  isolated,  made  single -stranded  and 
then  treated  with  10  tM  mustard  gas.  the  aiaount  of  competitor  DNA  at 
the  50X  inhibition  point  was  the  sane  as  the  amount  of  similarly 
treated  ss-ct-DNA  at  its  50X  inhibition  point.  However,  the 
competition  curves  differ  from  those  pertaining  to  data  shown  in 
Table  13.  These  differences  appear  to  be  related  to  differences  in 
the  DNA  batehee.  which  complicates  this  detection  method. 

In  these  experiments,  the  shift  in  the  inhibition  curve  when  the 
treatment  concentration  of  mustard  gas  was  varied,  was  not  always  in 
proportion  to  the  concentration  change.  For  ss-DNA  treated  with  10 
and  1  pM  mustard  gas  the  curve  shifted  by  a  factor  of  about  40,  i.e,. 
40  X  more  DNA  was  needed  after  exposure  to  1  pH  mustard  gas  to  obtain 
a  comparable  extent  of  inhibition.  This  was  found  for  ss-ct-DNA  as 
well  as  for  ss-UBC-DNA  (Figures  87  and  88).  With  ss-UBC-DNA  a  tenfold 
lower  concenttation  of  mustard  gas  (0.1  pH)  was  also  tested,  which 
resulted  in  a  still  detectable  inhibition  (Figure  88)  although  50X 
inhibition  was  not  reached.  In  this  case,  however,  the  shift  appeared 
to  correspond  rather  well  to  the  concentration  differences. 

With  the  double -stranded  DNA  a  similar  phenomenon  was  observed 
(Figure  89).  After  exposure  to  10  pM  mustard  gas.  the  amount  of 
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competitor  DNA  in  the  50%  inhibition  point  was  232  ng/well,  whereas 
at  the  tenfold  lower  concentration  about  fortyfold  more  DNA  was 
needed  to  achieve  the  same  extent  of  competition.  A  comparison  of  the 
data  in  Table  14  demonstrates  that  after  exposure  to  the  same 
concentration  of  mustard  gas  much  more  double -stranded  DNA  is 
required  for  effective  competition  than  mustard  gas-treated  single- 
stranded  DNA.  At  the  50%  inhibition  point  the  difference  amounts  to  a 
factor  of  13.  The  DNA  isolated  from  WBC  and  whole  blood  treated  with 
mustard  gas,  was  tested  in  the  ELISA  as  double- stranded  material.  The 
amount  of  competitor  DNA  at  the  50%  inhibition  point  of  DNA  derived 
from  samples  of  WBC  treated  with  1  mM  mustard  gas  was  38  ng/well , 
while  the  amount  of  competitor  DNA  from  samples  of  whole  blood 
treated  with  1  mM  was  146  ng/well  (Figures  90,  91  and  Table  14). 
Assuming  that  1  out  of  124  guanines  is  alkylated  to  form  a  N7-G-HD 
monoadduct  when  blood  is  exposed  to  1  mM  mustard  gas  (based  on  HFLC 
analyses  on  (^^Sjmustard  gas  treated  whole  blood),  892  fmol  N7-G-HD 
monoadduct/well  is  detected  in  the  DNA  present  in  the  double -stranded 
form  at  the  50%  inhibition  point. 

Test_onsingle-strandedness  after  various  denaturatlon  treatmenca 
Since  adducts  of  mustard  gas  appeared  to  be  better  recognized  in 
single-  than  in  double -stranded  DNA.  the  poor  results  obtained  with 
the  material  from  cells  treated  with  alkali  or  fcrmamide  to  liberate 
DNA,  might  be  due  to  Insufficient  single-strand  character.  For  that 
reason,  a'  ct-DNA  samples  treated  with  alkali  and  formamide  were 
tested  on  single  -  strandedness .  In  these  tests,  monoclonal  antibodies 
which  specifically  '^ecognize  single -stranded  DNA  (DIB)  were  used.  The 
amount  of  competitor  DNA/well  needed  to  reach  the  iOX  inhibition 
point  '.s  summarized  in  Tf-'^le  13.  Untreated,  single -stranded  ct-DNA 
was  taken  as  the  lOOX  point  and  double- stranded  ct-DNA,  treated  with 
1  mM  mustard  gas,  as  the  0%  point,  assuming  that  no  u ingle -stranded 
DNA  is  present  (arbitrary  CX  point). 

These  results  show  that  in  ss-ct-DNA  the  percentage  single- 
strandedneas  ranges  from  93-100.  The  three  ds-ct-DNA  samples  range 
from  0  to  13X.  It  can  be  concluded  that  alkali  treatment  of  double- 
stranded  DNA  induced  ICOX  s ingle- atrandedness,  while  formamide  did  so 
for  about  9CX.  Evidently,  the  failure  to  detect  with  the  competitive 
ELISA  mustard  gas -DNA  adducts  ^n  DNA  trsated  with  alkali  or  formamide 
cannot  be  attributed  to  lack  of  single-strandedness.  When  alkali  is 
used  to  disrupt  the  cells,  the  opening  of  the  imidazolium  ring  in  the 
N7-guanine  adducts  is  Induced,  which  destroys  the  affinity  of  the 
U7/10  antibodies  for  the  mustard  gas  adduct.  The  reason  for  the 
absence  of  a  response  in  the  ELISA  lu  case  of  forwamide  treatment  is 
not  clear.  Possible  explanations  have  been  suggested  above.  This 
question  has  not  been  pursued  further  since  the  fourth  method 
appeared  to  give  good  rerults. 
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Table  15.  The  amount  of  single-strandedness  in  single-  and  double- 

stranded  calf -thymus  DNA  exposed  to  mustard  gas  and  treated 
with  alkali  or  formamide 


Sample 

Concentration 
mustard  gas 
(mM) 

Treatment 

alkali/ 

formamide 

DNA  at  50% 
inhibition 
point 
(ng/well) 

Single- 

strandedness 

(percentage) 

Ss-ct-DNA 

0 

- 

0.24 

100^ 

1 

- 

0.30 

98 

10 

- 

0.24 

100 

0 

alkali 

0.45 

95 

1 

alkali 

0.34 

97 

10 

alkali 

0.30 

98 

0 

formamide 

0.36 

97 

1 

formamide 

0.27 

99 

10 

formamide 

0.36 

97 

Ds-ct-DNA 

0 

* 

3.6 

15 

1 

- 

4.2 

0^ 

10 

- 

3.6 

15 

0 

alkali 

0.23 

100 

1 

alkali 

0.31 

98 

10 

alkali 

0.31 

98 

0 

formamide 

0.77 

87 

1 

formamide 

0.62 

90 

10 

formamide 

0.53 

93 

*  By  definition 


Optimalization  of  the  immunochemical  assay  to  detect  N7-guanine 
monoadducts  in  DNA 

In  the  attempts  to  optlnize  the  ELISA  on  DNA  from  mustard  gas- treated 
blood,  the  effect  of  unwinding  the  DNA  was  studied  further.  Treatment 
of  mustard  gas-exposed  ds-  and  ss-ct-DNA  at  low  concentration  of 
formamide  (4. IX)  plus  0.2X  formaldehyde  in  combination  with  a  low 
ionic  strength  (0.01  M  Tris,  1  mM  EDTA)  to  induce  single-strandedness 
resulted  in  an  even  stronger  Inhibition  with  the  ds-ct-DNA  than  with 
ss-ct-DNA  (Table  16).  This  is  in  agreement  with  our  observation  that, 
after  treatment  at  the  same  concentration  of  mustard  gas,  the  amount 
of  N7-C-HD  monoadduct  induced  in  ds-ct-DNA  is  about  twice  as  high  as 
that  in  ss-ct-DNA  (see  III. 12,  Table  11).  Evidently,  this  procedure 
is  very  effective  without  significant  interference  in  the  ELISA. 
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Table  16.  Effect  of  treatment  with  forraamide  (fd)  with  or  without 

formaldehyde  (f),  at  low  ionic  strength,  on  the  inhibition 
with  mustard  gas-treated  double-  and  single-stranded  calf- 
thymus  DNA  in  the  competitive  ELISA.  The  50%  inhibition 
points  (ng  DNA/well)  are  presented^.  The  wells  were  coated 
with  poly-L-lysine  and  ss-ct-DNA  treated  with  10  /jM  mustard 
gas;  rabbit  antiserum  W7/10  was  used. 


Concentration 

ds-ct-DN.A 

ss-ct- 

DNA 

mustard  gas 

4.1%  fd 

4.1%  fd 

without 

4.1%  fd 

4.1%  fd 

without 

(/iM) 

+  0.2%  f 

treatment 

+  0.2%  f 

treatment 

0 

(46%) 

(43%) 

(46%) 

(42%) 

(26%) 

(26%) 

0.01 

nd^ 

nd 

nd 

(47%) 

(28%) 

(34%) 

0.1 

146 

256 

(48%) 

294 

(41%) 

824 

1 

26 

83 

408 

113 

211 

139 

10 

15 

43 

120 

56 

82 

57 

^  When  50% 

inhibition 

wa.s  not 

reached,  the 

%  inhibition  at 

2500  ng 

DNA/well  is  presented  in  parentheses. 
^  nd ;  not  done . 


The  sensitivity  of  the  assay  could  be  further  increased  by  a  fivefold 
decrease  in  the  concentration  of  the  antibodies,  combined  with  a 
subsequent  longer  Incubation  period  with  substrate  (24  h  at  20  ®C). 
Figure  92  shows  the  results  of  this  experiment.  It  is  evident  that 
exposure  of  ss-ct-DNA  to  0.01  /iM  mustard  gas  is  detectable.  Figure  93 
shows  the  effect  of  the  antiserum  dilution  cn  the  50%  inhibition 
point  when  ss-ct-DNA  treated  with  various  concentrations  of  mustard 
gas  is  used  as  competitor.  It  is  clearly  shown  that  less  DNA/vell  is 
required  to  obtain  50%  inhibition  at  higher  antiserum  dilutions. 

When  the  problem  to  make  the  ds-ONA  single- stranded  without  destroy¬ 
ing  the  N7-guanine  monoadduct  or  interfering  with  the  detection 
appeared  to  have  been  solved,  the  improvements  introduced  in  the 
immunochemical  assay  for  ds-ct-DNA  were  applied  on  DNA  isolated  from 
white  blood  cells  in  blood  exposed  to  mu.stard  gas.  Whereas  in  earlier 
experiments  only  exposure  of  whole  blood  to  ^  100  (M  mustard  gas  was 
detectable  (see  Figure  91),  now  the  lower  detection  limit  was  found 
to  be  ca.  2  (M  mustard  ga.s. 


0 


0.01  0.1  1 

HD  eonetntralion  (iM) 


10 


Figure  92.  The  effect  of  the  concentration  of  mustard  gas  to  which 
single -stranded  calf-thymus  DNA  had  been  exposed  on  the 
SOX  Inhibition  point  (ng  DNA/well)  In  a  competitive  ELISA 
with  U7/10  rabbit  serum  (200,000x  diluted).  The  wells  were 
coated  with  poly-L-lysine  and  ss-ct-DNA  treated  with  10  mM 
mustard  gas 
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(Thousands) 

W7/10  dilution 

Figure  93.  The  effect  of  W7/10  rabbit  serum  dilution  on  the  SOX 

inhibition  point  (ng  DNA/well)  In  a  competitive  ELISA  with 
single ‘Stranded  calf-thymus  DNA  treated  with  0  (a),  0,1 
(a),  1  (o)  or  10  (e)  aM  mustard  gas.  The  wells  were  coated 
with  poly-L-lysine  and  ss-ct-DNA  treated  with  10  fiM 
mustard  gas 

Calibration  of  the  immunochemtcal  aasav  for  the  detection  of  N7- 
guanine  monoadducts  in  DNA 

One  additional  control  was  introduced  to  check  whether  certain 
variations  in  the  results  obtained  might  be  attributed  to  the  use  of 
different  mustard  gas  preparations.  Ue  have  prepared  a  batch  of  ct- 
DNA  treated  with  newly  synthesized  ^^S-labeled  mustard  gas  at  various 
concentrations  in  order  to  obtain  absolute  standards  for  the  level  of 
mustard  gas  modifications  in  a  treated  DNA  sample.  These  samples,  of 
which  the  amount  of  bound  radioactivity  per  ag  DNA  had  been 
determined,  were  used  for  calibration  of  the  competitive  ELISA  on  the 
basis  of  the  known  specific  radioactivity  of  the  used. 
Reassuringly,  with  this  new  batch  of  {^^Sjmustard  gas  the  same  amount 
of  N7‘G-HD  monoadduct  was  induced  in  ds-ct-DNA  per  ag  DNA  (Table  17) 
as  with  the  same  concentration  of  mustard  gas  from  the  (^^S]mustard 
gas  batch  mentioned  in  Table  11. 
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Table  17.  Amount  of  N7-guanine  monoadduct  present  in  double- 

stranded  calf -thymus  DNA  after  treatment  with  [^^S]mustard 
gas  at  37  °C,  pH  7.4,  for  1  h 


Mustard  gas 

N7- guanine  monoadduct® 

concentration 

(mmol/mraol  guanine) 

(/iM) 

1 

1:6,250 

10 

1;  787 

100 

1:  79 

^  Values  based  on  the  specific  radioactivity  of  the  used  and  the 
amount  of  present  in  the  relevant  peak  of  N7 -guanine  monoadduct 
in  the  HPLC  chromatogram  of  a  hydrolysate  of  the  mustard  gas- 
treated  DNA  (see  Table  10). 

When  applied  in  the  competitive  ELISA,  these  samples  gave  results 
comparable  to  those  of  ct-DNA  samples  treated  with  equal 
concentrations  of  unlabelled  mustard  gas  (Table  18).  It  was  decided 
that  the  batch  of  ds-ct-ONA  treated  with  unlabelled  mustard  gas  was 
suitable  to  be  used  in  future  experiments  for  calibration. 

Table  18.  Competitive  ELISA  for  the  detection  of  N7-guanine 

monoadducts  (N7-G-H0)  in  unwound  double -.stranded  calf- 
thymus  ONA  treated  with  either  [^^Sjmustard  gas  or 
unlabelled  mustard  gas®.  The  50%  inhibition  points  (ng 
DNA/well )  are  presented^ 


Concentration 
mustard  gas 
(#iM) 

N7-G-HD 

at  50X  Inhibition 
point 

(f mol/well) 

Amount  of  competitor 

DNA  at  50X  inhibition 
(ng/well) 

HD- DNA 

HD- DNA 

0 

(20X) 

(lOX) 

0.01 

(30X) 

O.l 

19 

1290 

1100 

1 

13 

96 

180 

10 

7 

7 

9 

100 

<  I*' 

®  Just  before  the  ELISA  the  DNA  was  OMde  single-stranded  by  heating 
for  25  aln  at  52  <>0  in  0.01  M  Tris.  1  mH  EDTA,  4. IX  foraamide  and 
0.2X  formaldehyde. 

^  When  50X  inhibition  was  not  reached,  the  X  inhibition  at  2500  ng 
DNA/well  is  presented  in  parentheses. 

^  70X  inhibition  at  1  ng  DNA/well. 

Comparison  with  f ^^Clnostard  gas-treated  DMA  saaplas 
In  another  experiment  we  used  for  calibration  ct-DNA  treated  with 
^^C-labelled  mustard  gas  at  various  concentrations,  made  available  by 
Dr  Yaverbaum  (USAHRICD).  These  samples  contain  ds-  or  ss-ct-DNA 
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treated  with  0,  1.42,  14.2  or  142  /iM  [  I'^CJmustard  gas  (calculated  on 
the  basis  of  Dr  Yaverbaum’s  experimental  data).  We  determined  the 
radioactivity  per  mg  DNA  of  the  various  samples  and  compared  these 
values  with  those  given  in  the  report  that  accompanied  the  samples 
(Table  19). 


Table  19.  Specific  radioactivity  and  amount  of  N7-guanine 

monoadduct  (N7-G-HD)  for  double-  and  single-stranded  calf- 
thymus  DNA  samples  treated  with  [^^Cjmustard  gas 


Preparation 

code^ 

DNA 

(report) 

(dpm/mg) 

(our  data) 

N7-G-HD 

(mrool/ramol  guanine) 

ds-DNA- 142 

49,809 

128,000 

36  xlO-^ 

ds-DNA- 14. 2 

3,226 

10,800 

3.1  xlO'^ 

ds-DNA-1.42 

95 

1,000 

0.28x10-^ 

ss-DNA-i42 

146,292 

162,000 

46  xlO*^ 

ss-DNA- 14. 2 

14,902 

16,800 

4.8  xlO-^ 

ss-DNA-1 .42 

2,007 

2,900 

0.8  xlO'^ 

®  The  numbers  refer  to  the  concentration  mustard  gas  (/iM)  by  which 


DNA  was  treated. 

From  the  ^^C-content  per  mg  DNA  according  to  our  determinations  and 
the  specific  radioactivity  of  the  [^^Cjmustard  gas  used  (423  MBq/mmol 
mustard  gas,  according  to  Dr  Yaverbaum's  report),  the  number  of  N7-G- 
HD  monoadduct  per  milligram  of  DNA  was  calculated  and  subsequently 
expressed  as  the  molar  ratio  to  total  guanine.  In  this  calculation  it 
was  assumed  that  60X  of  the  DNA-bound  radioactivity  represented  this 
monoadduct,  in  accordance  with  our  results  presented  in  Table  10. 

When  we  compare  the  resulting  adduct  levels  (Table  19)  with  the  data 
in  Table  17  obtained  with  (^^S] -mustard  gas,  after  correction  for  the 
differences  in  exposure  concentration,  a  substantial  discrepancy  is 
seen,  in  particular  for  the  ds-DNA.  For  this  DNA,  the  ^^C-data  are 
ca.  6-  to  7-fold  lower  than  the  ^^S-results.  For  the  ss-DNA  the 
difference  is  only  2-fold  lower.  (For  the  latter  comparison,  the 
values  of  Table  17  were  halved  to  obtain  the  data  for  ss-DNA,  in  view 
of  its  lower  reactivity.)  The  reason  for  this  discrepancy  is  as  yet 
unknown . 

The  samples  were  also  tested  in  the  competitive  ELISA.  In  Table  20, 
the  results  are  presented.  From  these  data  it  is  clear  that  adducts 
can  be  detected  in  the  ( ^^C]iiustard  gas-treated  DNA  samples.  The 
amounts  of  N7-G-HD  monoadduct  present  at  the  30Z  inhibition  point 
appear  rather  high,  however,  when  compared  with  the  corresponding 
data  obtained  with  uur  | joustard  gas-treated  DNA  samples. 
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Table  20.  Competitive  ELISA  for  the  detection  of  N7-gnanine 

monoadducts  (N7-G-HD)  in  single-stranded  and  unwound 
double -stranded  calf-thymus  DNA  treated  with  [^^C]mustard 
gas®.  The  50%  inhibition  points  (ng  DNA/well)  are 
presented^.  As  a  control,  ss-ct-DNA  treated  with  unlabelled 
mustard  gas  (0,  0.1,  1  and  10  /xM  has  been  included  in  the 
assay 


Preparation  code^ 

Amount  of  competitor 

DNA  at  50%  inhibition 
(ng/well) 

N7-G-HD  monoadduct*^ 
at  50%  inhibition 
point 

(f mol/well ) 

ds -DNA- 142 

21 

63 

ds- DNA- 14. 2 

249 

64 

ds- DNA- 1.42 

(40X) 

ds-DNA-A 

(OX) 

ss-DNA-142 

10.5 

40 

ss-DNA-14.2 

832 

333 

ss-DNA-1 .42 

(?8X) 

ss- DNA-A 

(OX) 

ss-ct-DNA- 10 

10 

ss-ct-DNA-1 

160 

ss-ct-DNA-0. 1 

1600 

ss-ct-DNA-0 

(15X) 

®  Just  before  the  ELISA  double -stranded  DNA  was  made  single-stranded 
by  heating  for  25  min  at  52  ®C  In  0.01  M  Tris,  I  mM  EDTA,  4. IX 
formamlde  and  0.2X  formaldehyde. 

^  When  50X  Inhibition  was  not  reached,  the  X  inhibition  at  2500  ng 
DNA/well  is  presented, 

^  The  numbers  refer  to  the  concentration  mustard  gas  (/xM)  by  which 
DNA  was  treated.  DNA-A  refers  to  Dr  Yaverbaum's  untreated  control 
ct-DNA. 

^  According  to  the  values  in  Table  19. 

Since  it  was  uncertain  whether  the  DNA  had  suffered  some  degradation 
before  it  reached  us,  we  also  tested  these  samples  after  an 
additional  purification  by  precipitation  with  alcohol  (Tables  21  and 
22). 

The  purification  greatly  reduced  the  specific  radioactivity  of  the 
DNA  preparations.  Apparently,  the  additional  purification  resulted  in 
a  considerable  loss  of  and  a  proportionally  much  smaller  loss  of 
nucleic  acid.  In  the  ds-ct-DNA  samples,  the  reduction  in  specific 
radioactivity  was  by  ca.  801.  while  the  ss-ct-DNA  showed  some  60X 
reduction.  This  means  that  the  adduct  content  of  these  purified  DNA 
samples,  which  dropped  accordingly,  disagreed  even  more  strongly  with 
the  results  obtained  from  DNA  treated  with  p^Sjmustard  gas.  For  the 
ds-ct-DNA  the  discrepancy  in  the  molar  ratio  of  monoadduct  to  guanine 
increased  ca.  30-foId.  for  the  ss-ct-DNA  4-  to  5-fold.  However,  when 
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the  purified  DNA's  were  tested  in  the  competitive  ELISA  (Table  22), 
the  resulting  amounts  of  adduct  at  the  50%  inhibition  point  were  in 
the  same  range  as  those  obtained  with  our  ^^S-labeled  samples  (Table 
18). 

Table  21.  Specific  radioactivity  and  amount  of  N7-guanihe 

monoadduct/mmol  guanine  for  double-  and  single-stranded 
calf-thymus  DNA  samples  treated  with  [^^C]mustard  gas, 
followed  by  an  additional  precipitation  with  alcohol 


Preparation  code® 

dpm/mg  DNA 

N7-G-HD 

(mmol/mmol  guanine) 

ds-DNA-14i2 

23,600 

6.7  xlO-^ 

ds -DNA- 14, 2 

1,900 

0.54  xlC'^ 

ds-DNA-1.42 

300 

0.08  xlO-^ 

ss -DNA- 142 

70,000 

20  XlO-^ 

ss-DNA-14 . 2 

8,200 

2.3  xlO*^ 

ss -DNA- 1.42 

800 

0.23  xlO-^ 

^  The  numbers  refer  to  the  concentration  mustard  gas  (/iM) 
by  which  DNA  was  treated. 


Table  22.  Competitive  ELISA  for  the  detection  of  N7-guanine 

monoadducts  (N7-G-HD)  in  single-stranded  and  unwound 
double -stranded  calf -thymus  DNA  treated  with  [^^C)mustard 
gas,  after  an  additional  precipitation  with  alcohol^.  The 
30%  inhibition  points  (ng  DNA/well)  are  presented^ 


Preparation  code^  Amount  of  competitor 

DNA  at  30%  inhibition 
(ng/well) 

N7-G-HD  at 

30%  inhibition 
point** 
(fmol/vell ) 

ds -DNA- 142 

7 

4 

d8-DNA-14.2 

230 

11 

d8-DNA-1.42 

(43%) 

ds-DNA-A 

(0%) 

ss -DNA- 142 

6.7 

11 

S8-DNA-14.2 

280 

34 

ss -DNA- 1.42 

1320 

29 

ss-DNA-A 

(10%) 

*  Just  before  the  ELISA  assay  double -stranded  DNA  was  made  single- 
stranded  by  heating  for  23  min  at  52  in  0.01  N  Tris.  I  mH  EDTA, 
4.1%  formamide  and  0.2%  formaldehyde. 

^  When  30%  inhibition  was  not  reached,  the  %  inhibition  at  2300  ng 
DNA/well  is  presented. 

^  The  numbers  refer  to  the  concentration  mustard  gas  (sH)  by 
which  DNA  was  treated. 

^  According  to  the  values  in  Table  21. 
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111,14.3.  Cell -ELISA 

One  of  the  goals  of  this  project  is  the  development  of  an 
immunochemical  method  to  detect  damage  due  to  exposure  to  mustard  gas 
in  DNA  of  WBC  or  skin  biopsies  on  the  single-cell  level,  by 
immunofluorescence  microscopy.  In  the  ultimate  procedure  aimed  at, 
monoclonal  antibodies  will  be  used  for  this  application.  The 
development  of  such  antibodies  implies  the  screening  of  hybridoma 
clones  with  respect  to  the  properties  of  the  antibody  molecules  they 
produce.  In  order  to  select  the  proper  clones,  it  is  important  to  use 
screening  procedures  that  resemble  as  much  as  possible  the  conditions 
of  the  eventual  practical  application  of  the  antibodies.  For  that 
reason,  a  screening  method  had  to  be  developed  mimicking  the  single - 
cell  detection  conditions,  a  so-called  cell-ELISA.  In  the 
developmental  stage,  the  polyclonal  antiserum  W7/10  was  used. 

WBC  were  processed  in  the  same  way  as  they  should  be  for 
immunofluorescence  microscopy,  but  they  were  attached  to  wells  of 
microtiter  plates  instead  of  on  object  glasses  (as  described  in 
11.3.9.3).  WBC  isolated  from  blood  exposed  for  1  h  to  1  or  0.1  mN 
mustard  gas.  were  applied  (4x10^  per  well)  and  treated  with  RNAse 
followed  by  70X  formamide  (at  56  °C).  or  in  NaOH  in  70X  ethanol  (at 
room  temperature)  and  washed  with  ethanol.  As  a  control,  mustard  gas- 
exposed  cells  without  any  treatment  were  used.  After  a  subsequent 
proteinase  K  incubation  (in  order  to  digest  proteins)  the  antiserum 
W7/10  was  added  in  various  dilutions  (50  to  1.10^  x).  Detection  of 
the  antibody  molecules  attached  to  the  DNA  was  performed  with  the 
second  antibody  goat-antl-rabbit-IgC-alkallne  phosphatase.  The 
substrate  was  4-nitrophenyl  phosphate  (PNP)  or  4-methyluabell iferyl 
phosphate  (HUP).  The  results  of  the  cell-ELISA  are  shown  in  Figures 
94.  95.  and  96. 

As  expected,  untreated  cells  (Figure  94)  and  cells  treated  with 
alkali  (Figure  95)  did  not  show  mustard  gas-damage  specific  binding 
of  W7/10.  The  damage  due  to  mustard  gas  is  not  accessible  for 
antibodies  when  the  cells  are  not  treated  with  cell -disrupting 
agents,  such  as  alkali  or  formamide.  Though  alkali  disrupts  the  cell- 
wall.  it  also  induces  ring-opening  of  the  guanine  adducts,  so  these 
adducts  will  not  be  recognized  by  the  antibodies.  When  the  cells  were 
treated  with  formamide  (Figure  96)  a  high  response  was  found,  but 
only  for  cells  treated  with  I  mN  mustard  gas.  In  this  application, 
the  W7/10  serum  is  not  as  sensitivi  as  in  the  competitive  ELISA, 
because  at  a  dilution  factor  of  10.000.  only  a  tenfold  higher 
response  can  be  seen  with  UBC  from  blood  treated  with  I  mN  mustard 
gas  than  with  UBC  from  untreated  blood.  At  a  dilution  factor  of 
40.000  (dilution  factor  of  the  U7/10  serum  used  in  competitive 
ELISA'S)  no  significant  difference  in  response  could  be  detected, 
whereas  in  the  competitive  ELISA  with  the  corresponding  blood  samples 
no  inhibition  was  found  with  untreated  blood,  while  50S  inhibition 
was  found  at  0.15  sg  DNA/well  with  treated  blood  (1  sit  mustard  gas). 

It  was  concluded  that  this  system  would  be  suitable  for  the  screening 
of  monoclonal  antibodies,  by  using  WBC  from  whole  blood  treated  with 
1  mM  mustard  gas  and  disruption  of  the  cell -walls  with  formamide. 


■l>Bort>anc«  at  405 


Pigura  94.  Anclbody  ratpontc  of  rabbit  aarua  U//!0  againat  auatard 

gat'traatad  huiun  whita  blood  cal  la  In  a  call -ELISA.  Huaan 
blood  vaa  treated  aith  1  aM  (o — o)  or  0.1  aM  (a---a} 
auacard  gaa  or  untraatad  (4> — *).  Tha  ahita  blood  cal  la 
ware  laolatad  and  uaad  to  coat, tha  aalla  (40.000 
callB/wall).  After  RNA*dlgaation  <  td  protein  degradation, 
varioua  V7/10  dllutlona  vara  taatad  in  the  aaaa  vay  aa  in 
a  dlract  ELISA 


10’  10*  10’  10’  10*  10* 
dilution  W7/10 


Figure  95.  Antibody  response  of  rabbi»"  serum  W7/10  against  mustard 

gas-treated  human  white  blood  cells  in  a  cell -ELISA.  Human 
blood  was  treated  with  1  mM  (o — o)  or  0.1  mM  (a — a)  HD 

or  untreated  (+ - +).  The  white  blood  cells  were  isolated 

and  used  to  coat  the  wells  (40,000  cells/well).  After 
RNA-digestion  the  cells  were  treated  with  alkali  to 
disrupt  the  cells  and  to  denature  the  DNA.  After 
subsequent  protein  degradation,  various  W7/10  dilutions 
were  tested  in  thr  same  way  as  in  a  direct  ELISA 
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Figure  96.  Antibody  response  of  rabbit  serum  W7/10  against  mustard 

gas'treated  huitian  white  blood  cells  in  a  cell -ELISA.  Human 
blood  was  treated  wlht  I  mM  (o---o)  or  0.1  mM  (A---a) 
mustard  gas  or  untreated  .-f).  The  white  blood  cells 
were  isoxated  and  used  to  coat  the  wells  (60,000 
cells/well).  After  RNA-digestion  the  cells  were  treated 
with  a  /OX  fonsamide  buffer  to  disrupt  the  cells  to 
denature  the  DNA.  After  subsequent  protein  degradation, 
different  W7/10  dilutions  were  tested  in  the  same  way  as 
in  direct  ELISA 

III. 16. 6.  Monoclonal  antibodies  aaainst  N7-f2*-hvdrQXVathYlthift.- 
ethvll-fuanosine 

For  the  development  of  monoclonal  antibodies  with  specificity  for  the 
major  mustard  gas-adduct  in  DNA,  mice  have  to  be  immunised  with  a 
proper  antigen.  The  immunogen  prepared  for  this  purpose  was  the 
product  of  the  reaction  of  mustard  gas  with  guanosine-5' -phosphate 
(CMP)  coupled  to  a  carrier  protein.  The  use  of  such  a  protein  was 
required  since  in  general  sm^ll  molecules  will  not  elicit  an 
efficient  imoRine  response.  After  synthesis  and  characterization  of 
N7-(2"-hydroxyethylthioethyl)-guano8lne  5*-phosphate  (CilP-7-HD;  see 
111.6),  this  adduct  was  coupled  to  the  protein  Keyhole  Limpet 
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Hemocyanine  (KLH),  with  periodate  or  l-(3-diniethylaminopropyl)-3- 
ethylcarbodiiinide  hydrochloride  (EDC).  As  a  control  for  the  coupling 
reaction  and  in  order  to  screen  the  antisera  for  the  presence  of 
anti -adduct  activity,  coupling  products  of  GMP  and  GMP-7-HD  to  bovine 
serum  albumin  (BSA)  were  also  prepared,  which  were  used  in  the  direct 
ELISA.  BSA  was  used  instead  of  KLH  to  prevent  a  high  anti-KLH 
background  in  the  assay  due  to  antibodies  raised  against  determinants 
of  that  protein. 

coupling 

In  this  procedure,  the  carbon  atoms  bearing  two  vicinal  hydroxyl 
groups  in  the  sugar  moiety  of  guanosine  are  oxidized  to  aldehyde 
functions  with  rupture  of  the  C-C  bond,  followed  by  condensation  with 
amino  groups  in  the  protein.  UV  spectra  were  taken  of  KLH,  BSA,  GMP- 
and  GMP-7-HD  and  of  the  protein  products  after  the  coupling  (Figure 
97).  Four  different  ratios  adduct: protein  (w/w;  1:1,  1:10,  1:25  and 
1:100)  were  applied  for  the  coupling  of  GMP  or  GMP- 7 -HD  to  KLH  or 
BSA.  As  can  be  derived  from  Figure  97D,  GMP  was  coupled  to  BSA. 
However,  GMP-7-HD  was  not  coupled  to  either  KLH  (Figure  97C)  or  BSA 
(Figure  97D).  We  presume  that  periodate  had  oxidized  the  sulfur  atom 
of  the  (2* -hydroxyethylthioethyl)  residue  instead  of  the  sugar  moiety 
of  guanosine. 


T 


250  300  250  300 


»  wavelength  (nm) 

Figure  97.  UV  spectra  of  various  compounds  used  for  periodate 
coupling  of  guanoslne*S* -phosphate  (GMP)  or  N7-(2'*- 
hydroxyethylthloethyl)-guanoslne-5' -phosphate  (GMP-7-HD) 
to  Keyhole  Limpet  Hemocyanlne  (KLH)  or  Bovine  Serum 
Albumin  (BSA).  Panel  A:  KLH  (1)  and  BSA  (2)ln  PBS. 

Panel  B;  GMP-7-HD  at  pH  7.  Panel  C:  Coupling  products  of 
KLH  with  GNP-7-HD  by  periodate  in  PBS.  The  Input  ratio  of 
adduct: protein  vas  (v/w)  1:10  (1).  1:25  (2)  and  1:100  (3). 
Panel  D:  Coupling  products  of  BSA  with  GHP  (1)  and  with 
GHP-7-HD  (2)  by  periodate  with  an  adduct: protein  ratio 
(w/w)  of  1:10  in  PBS 


I 

I  j 
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EDC  coupling 

In  this  procedure,  the  phosphate  group  of  the  GMP  is  activated  by  1- 
( 3-dimethyl -aniinopropyl)-3-ethylcarbodiiniide  hydrochloride  (EDC)  in 
an  imidazole  buffer.  This  activated  phosphate  group  can  easily  bind 
to  the  amino  giup  of  a  lysine  residue  in  the  carrier  protein.  Only 
the  coupling  of  GMP-7-HD  to  KLH  was  performed.  Three  different 
amounts  of  EDC  (50,  100  or  250  mol  EDC/mol  GMP- 7 -HD)  were  used  and  UV 
spectra  were  taken  after  the  coupling  (Figure  98),  The  UV  spectra 
show  that  GMP-7-HD  was  coupled  to  KLH.  The  coupling  products  obtained 
after  reaction  at  a  molar  ratio  of  50  and  100  mol  EDC/mol  GMP- 7 -HD 
showed  the  highest  absorbance  and  both  were  used  for  the  immunization 
of  8  mice  to  raise  monoclonal  antibodies. 


Figure  98.  UV  spectra  of  N7-(2"-hydroxyethylthloothyl)-guano8ine“5'- 
phosphate  (GNPoT-HD)  coupled  via  l-O-dlBethylanlno- 
propyl )-3-ethylcarbodilBide  hydrochloride  (EDC)  to  Keyhole 
Liapet  Heaocyanlne  (KLH).  Three  different  input  ratio's  of 
EDC:GMP-7-HD  were  applied:  50  aol  EDC/aol  GMP-7-HD  (1); 

100  Bol  EDC/aol  GMP-7-HD  (2);  250  aol  EDC/aol  GMP-7-HD  (3) 

laaunlzationa  and  selection  of  antibodv-nroducing  clones 
Four  Bice  were  laaunized  with  the  product  of  50  aol  EDC/aol  GMP>7-HD 
( Bouse  I,  2,  3  and  4)  as  laaunogen  and  4  aice  with  that  of  100  aol 
EDC/aol  GMP- 7 'HD  (aouse  5,  6,  7  and  8).  After  8  days  blood  saaples  of 
all  aice  were  taken  and  the  sera  were  tested  for  antibody  activity 
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against  ss-ct-DNA  treated  with  10  /iM  mustard  gas  in  a  direct  ELISA. 
Figure  99  shows  the  results  of  the  ELISA,  at  a  serum  dilution  of  200. 


1  untreated 
10  uM  HD 


1  2  3  4  5  6  7  8 

mouse  no. 

Figure  99.  Antibody  response  of  sera  of  eight  mice  at  eight  days 
after  the  first  immunization,  in  a  direct  ELISA.  Four 
mice  (1-4)  were  immunized  with  the  coupling  product  of 
N7 - ( 2 " -hydroxyethyl thioethyl ) -guanosine -  5 ' - phosphate 
(GMP-7-HD)  via  EDC  to  Keyhole  Limpet  Hemocyanine  (KLH) 
with  a  molar  ratio  of  EDC:GMP-7-HD  of  50:1  and  a  molar 
ratio  of  adduct:KLH  of  100:1,  and  four  mice  (5-8)  were 
immunized  with  the  coupling  product  with  a  molar  ratio  of 
EDC:GMP-7-H0  of  100:1  and  a  molar  ratio  of  adduct: KLH  of 
100:1.  The  wells  were  coated  with  an  excess  of  single- 
stranded  calf 'thymus  DNA  treated  with  10  /iM  mustard  gas 
or  with  untreated  single-stranded  calf-thymus  DNA.  The 
sera  were  diluted  200-fold 

The  mouse  with  the  serum  showing  the  best  response  against  mustard 
gas-treated  DNA  was  chosen  for  isolation  of  the  cells  to  be  used  for 
fusion  after  a  second  immunization.  The  mice  immunized  with  the 
coupling  product  of  50  mol  EDC/mol  GMP-7-HD  appeared  to  be  the  best 
in  this  respect.  Mouse  1  was  chosen  for  the  fusion  experiment.  After 
a  second  immunization  the  spleen  and  lymph  node  cells  of  this  mouse 
were  isolated;  also  blood  was  collected  to  check  the  antibody 
activity.  Figure  100  shows  the  response  of  the  serum  of  mouse  1  taken 
after  the  first  and  the  second  immunization  against  ss-ct-DNA  treated 
with  10  fM  mustard  gas  and  untreated  ss-ct-DNA,  respectively. 
Evidently,  the  specific  response  against  mustard  gas-adducts  had 
increased  after  the  second  Immunization. 

The  lymph  node  and  spleen  cells  of  mouse  1  were  fused  with  SP2/0 
plasmacytoma  cells  and  hybridomas  were  selected  in  HAT  medium  as 
described  in  1 1. 13. 7.  In  lOOX  of  the  wells  (300  wells)  containing 
"spleen** -hybridomas,  clones  were  formed  and,  in  first  instance, 
supernatants  of  62  wells  showed  a  specific  response  against  ct-DNA 
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dilution  serum 


Figure  100.  Antibody  response  of  the  serum  of  a  mouse  (1)  eight  days 
after  the  first  immunization  and  four  days  after  the 
second  immunization,  in  a  direct  ELISA.  The  mouse  was 
immunized  with  the  coupling  product  of  N7- (2"-hydroxy- 
ethylthioethyl)-guanoslne-5' -phosphate  (GMP-7-HD)  via  EDO 
to  Keyhole  Limpet  Hemocyanine  (KLH)  with  a  molar  ratio  of 
EDC:GMP-7-HD  of  50:1  and  a  molar  ratio  of  adduct: KLH  of 
100:1.  The  wells  were  coated  with  an  excess  of  single- 
stranded  calf-thymus  DNA  treated  with  10  /iM  mustard  gas 
or  with  untreated  single- stranded  calf -thymus  DNA.  The 
sera  were  diluted  400-  and  800-fold 

treated  with  10  pM  mustard  gas  compared  to  untreated  ct-DNA  (specific 
response:  %  2x  response  of  untreated  DNA).  Only  in  67X  of  the  wells 
(300  wells)  containing  "lymph  node"-hybridomas,  clones  were  formed 
and  only  nine  wells  showed  positive  response.  The  supernatants  of  the 
wells  were  screened  in  a  direct  ELISA,  and  when  a  positive  response 
was  observed,  the  supernatants  were  also  tested  in  the  cell-ELISA. 
However,  as  is  often  the  case,  many  clones  lost  their  antibody- 
producing  capability  with  time.  So  finally  cells  from  only  four 
"spleen" -wells  and  one  "lymph  node" -well  remained  to  be  subcloned 
twice  by  limiting  dilution,  the  procedure  applied  to  make  sure  that 
monoclonal  antibodies  were  obtained.  For  the  second  subculturing, 
only  cells  from  a  well  in  which  one  clone  was  grown  were  selected. 

The  same  procedure  was  followed  for  the  selection  of  ten  clones  (two 
clones  from  each  of  the  five  wells). 

The  ten  selected  clones,  producing  antibodies  with  specific  activity 
against  ss-ct-DNA  treated  with  mustard  gas,  were  named  2C1,  2D4, 

2P10,  1H4,  2F12,  2D3,  2A4,  2E3,  2F8  and  1H7.  Two  clones  (2F10  and 
1H4)  were  hybridomas  from  lymph  node  origin  and  the  other  eight  came 
from  spleen  cells.  The  crude  supernatants  of  these  ten  hybridomas 
were  tested  in  a  direct  and  a  cell-ELISA.  The  results  of  the  direct 
and  cell-ELISA  are  shown  in  Figure  101.  The  supernatants  were  diluted 
tenfold  and  tested  on  ss-ct-DNA  treated  with  iO  fM  mustard  gas 
(direct  ELISA)  and  on  WBC  of  whole  blood  treated  with  1  mH  mustard 
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gas.  These  results  show  that  the  last  six  clones  in  Figure  101  show  a 
substantial  response  in  the  direct  ELISA  as  well  as  in  the  cell- 
ELISA.  Another  important  feature  is  the  low  response  against 
untreated  ss-ct-DNA  and  untreated  WBC  for  all  ten  clones. Also  the 
immunoglobuline- subclass  was  determined  and  all  supernatants  showed 
to  contain  specific  antibodies  of  the  IgGl - subclass . 
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Figure  101.  Antibody  response  of  the  supernatants  of  ten  monoclonal 
cell  cultures  in  a  direct  ELISA  and  in  a  cell-ELISA.  The 
cell  lines  were  isolated  after  fusion  of  the  spleen-  and 
lymph  node  cells  of  a  mouse  ioununized  with  the  coupling 
product  of  N7-(2"-hydroxyethylthioethyl)-guanosine-5’ - 
phosphate  (GMP-7-HD)  via  EDC  to  Keyhole  Limpet 
Hemocyanine  (KLH)  (molar  ratio  of  EDC:GMP-7-HD  of  50:1) 
with  SP2/0  plasmacytoma  cells,  and  recloned  twice  by 
limiting  dilution.  The  wells  were  coated  with  an  excess 
of  single -stranded  calf-thymus  DNA  treated  with  10  fiM 
mustard  gas  or  with  untreated  single -stranded  calf -thymus 
DNA  in  the  direct  ELISA  and  with  white  blood  cells 
(40,000/well)  isolated  from  huoian  blood  treated  with  1  mM 
mustard  gas  or  from  untreated  blood  in  the  cell-ELISA. 

The  supernatants  were  diluted  tenfold 

Purification  studies  were  performed  on  the  monoclonal  antibodies  in 
saturated  supernatants  of  each  of  the  ten  clones;  ammonium  sulfate 
precipitation  followed  by  chromatography  on  a  protein  A  column  was 
applied.  The  protein  content  (Biorad  assay)  of  the  final,  purified, 
monoclonal  antibody  preparations,  originating  from  100  ml  of  crude 
supernatants,  is  shown  in  Table  23. 
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Table  23.  The  amount  of  purified  monoclonal  antibodies  isolated  from 
the  supernatant  of  ten  hybridomas 


Clone  number 

Protein  content 
(fig/100  ml  supernatant) 

2C1 

917 

2D4 

806 

2F10 

683 

1H4 

832 

2F12 

260 

2D3 

61 

2A4 

41 

2E3 

171 

2F8 

163 

1H7 

99 

Characterization  of  the  monoclonal  antibodies 

The  ten  purified  MABs  were  screened  in  a  direct  ELISA  and  in  a  cell- 
ELISA  (Table  24).  Different  amounts  of  the  MABs  (ng  protein/well) 
were  tested  on  immobilized  ss-ct-DNA  treated  with  10  /uM  mustard  gas 
and  on  WBC  from  whole  blood  treated  with  1  mM  mustard  gas.  After  1  h, 
the  fluorescence  was  recorded  and  the  amount  of  protein  needed  to 
reach  a  standard  level  of  fluorescence  (3,000  arbitrary  units)  was 
calculated.  In  the  cell -ELISA  the  purified  antibodies  of  the  clone 
2C1 ,  2D4  and  1H4  did  not  reach  this  level,  so  the  fluorescence  of  the 
highest  amount  of  incubated  protein  is  shown.  An  important  criterion 
for  the  selection  of  MABs  is  a  high  response  to  DNA  treated  with 
mustard  gas  and  a  low  response  to  untreated  DNA.  Therefore,  the 
corresponding  response  to  untreated  DNA/WBC  is  also  shown  in  Table 
24. 

Table  24  shows  that  clones  2C1.  2D4,  2F10  and  1H4  respond  very  well 
to  DNA  treated  with  mustard  gas,  compared  to  untreated  DNA;  a 
relatively  large  amount  of  protein  is  needed,  however,  compared  to 
the  other  clones.  In  the  cell-ELISA  they  do  not  respond  very  well. 

The  clones  2F12,  2E3  and  2F8  show  a  high  background  activity  against 
untreated  DNA,  which  is  in  contrast  to  the  results  shown  in  Figure 
101  for  the  ELISA  before  purification  of  the  same  antibodies.  The 
clones  2D3,  2A4  and  1H7  show  the  best  results,  in  the  direct  ELISA  as 
well  as  in  the  cell-ELISA.  L«ss  than  10  ng  proteln/well  is  needed  to 
reach  a  fluorescence  of  3000  units  after  1  h  of  Incubation,  while  the 
response  to  untreated  DNA  remains  at  an  acceptable  level . 

The  protein  yield  of  the  6  clones  2F12,  2D3,  2A4,  2E3,  2F8  and  1H7 
was  not  high;  however,  the  specific  activity  (that  is  the  amount  of 
protein  needed  to  reach  a  standard  level  of  fluorescence  of  3000 
arbitrary  units)  was  high.  The  low  protein  yield  could  be  due  to 
fluctuations  in  production  capacity  of  the  clones  or  loss  of  activity 
during  the  different  purification  steps  (purification  was  done  In  the 
same  order  as  the  clones  were  numbered).  In  these  experiments  enough 
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Table  24.  Direct  ELISA  and  cell -ELISA  on  ten  purified  monoclonal 
antibodies  (MABs) 


Clone 

number 

Direct  ELISA 

Cell-ELISA 

fluorescence^ 

ng  protein/ 

well 

fluorescence^ 

ng  protein/ 

well 

10  /iM  HD  0  /jM  HI* 

1  nM  HD 

0  ii*i  HD^ 

2C1 

3000 

230 

14 

1925 

425 

40 

2D4 

3000 

230 

15 

1875 

425 

40 

2F10 

3000 

330 

90 

3000 

875 

600 

1H4 

3000 

473 

300 

1850 

650 

1000 

2F12 

3000 

1000 

4.0 

3000 

800 

7.5 

2D3 

3000 

475 

5.0 

3000 

450 

8.5 

2A4 

3000 

600 

6.5 

3000 

600 

10 

2E3 

3000 

1175 

2.5 

3000 

1125 

4.0 

2F8 

3000 

1275 

3.0 

3000 

1075 

6.0 

1H7 

3000 

300 

7.5 

3000 

500 

10 

a 

b 

c 


The  fluorescence  was  recorded  after  1  h. 
The  fluorescence  without  MAB  was  180. 

The  fluorescence  without  MAB  was  237. 


MABs  were  isolated  to  perform  screening  tests  to  characterize  the 
antibodies  and  to  select  one  or  two  clones  for  the  further 
productions  of  the  antibodies.  When  new  batches  of  antibody  are 
needed  in  the  future,  more  attention  should  be  paid  to  the  various 
purification  steps  in  order  to  minimize  loss  of  activity. 

Competitive  ELISA  using  monoclonal  .antibodies  directed  ayainst  N7- 
guanine  monoadducts 

The  MABs  were  also  tested  in  a  competitive  ELISA.  The  wells  were 
coated  with  ss-ct-DNA  treated  with  10  mustard  gas.  Various  amounts 
of  competitor  DNA  (ss-ct-DNA  treated  with  10,  1  or  0.1  mustard 
gas)  were  incubated  with  a  fixed  amount  of  MAB.  This  amount  was 
chosen  such  that  a  response  of  3000  fluorescence  units  after  1  h  of 
incubation  was  obtained,  when  no  competitor  DNA  was  added  (lOOX 
point).  To  compare  the  activity  of  the  various  monoclonal  antibodies 
with  the  rabbit  antiserum  U7/10,  this  serum  was  also  tested  with  the 
same  competitor  DNA.  Figure  102  shows  the  competition  curves  of  MABs 
of  clone  2D3  (5  ng  protein/well)  and  of  W7/10  (dilution:  1:40,000). 
The  amount  of  competitor  DNA  required  to  reach  the  same  level  of 
inhibition  was  less  for  clone  2D3  than  for  W7/10.  With  ss-ct-DNA 
treated  with  10  (M  mustard  gas  as  competitor,  the  50X  inhibition 
point  was  reached  at  3  and  13. S  ng  DNA/well  with  2D3  and  W7/10, 
respectively.  As  described  before,  it  was  shown  that  1  out  of  1,290 
guanines  is  modified  into  a  N7-G-HD  monoadduct  when  ss-ct-DNA  is 
treated  with  10  fM  mustard  gas.  Therefore,  on  the  basis  of  these  30X 
inhibition  points  it  can  be  calculated  that,  respectively,  1.8  and 
9.1  fmol  N7-HD-G  monoadduct/well  are  present.  Also  some  other  clones 
were  tested  in  a  competitive  ELISA.  The  results  are  summarized  in 
Table  25. 
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The  sensitivity  of  the  competitive  ELISA  when  antibodies  of  the  six 
clones  were  compared  showed  little  variation,  only  the  antibodies 
produced  by  clone  2C1  appeared  to  be  not  very  sensitive.  It  can  be 
concluded  that  several  hybridomas  have  been  isolated  that  produce 
monoclonal  antibodies  with  specificity  for  DNA  damage  due  to  exposure 
to  mustard  gas.  The  sensitivity  of  the  competitive  ELISA  when 
performed  with  these  antibodies  is  equal  to  that  of  the  polyclonal 
antiserum  W7/10,  or  somewhat  better. 
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Figure  102.  Competitive  ELISA  with  rabbit  serum  W7/10  (panel  A)  and 
monoclonal  antibodies  produced  by  hybridoma  2D3  (panel 
B),  and  single-stranded  calf-thymus  DNA  as  competitor. 

The  DNA  was  treated  with  10  pM  (•■■■#),  1  pM  (o---o)  or 
0.1  fM  (a — a)  mustard  gas  or  untreated  (4 — 4).  The 
wells  were  coated  with  an  excess  of  single -stranded  calf- 
thymus  DNA  treated  with  10  pH  mustard  gas.  The  W7/10 
serum  was  diluted  1:40.000  and  monoclonal  antibodies  were 
added  in  S  ng  protein  aliquots/well 
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Table  25.  The  amount  of  N7- (2 ' -hydroxyethylthioethyl) -guanine  (N7-G' 
HD)  monoadduct  per  well  present  in  the  competitor  DNA  at 
the  50%  inhibition  point  in  a  competitive  ELISA  with 
various  hybridomas 


Serum 

DNA  at  50%  inhibtion 

point 

(ng/well) 

N7-G-HD-adduct  at  50% 
inhibition  point 
(f mol/well) 

W7/10 

15.5 

9.1 

2D3 

3.0 

1.8 

2C1 

103 

60.4 

2F12 

2.3 

1.3 

2A4 

5.1 

3.0 

2F8 

2.3 

1.3 

1H7 

2.6 

1.5 

Test  for  cross-reactivity 

With  two  of  these  six  clones,  2D3  and  2F8,  the  characterization  was 
continued.  Cross-reactivities  towards  different  bases,  nucleosides, 
nucleotides,  unmodified  and  modified  (alkylated  by  methyl,  ethyl, 
hydroxyethyl ,  and  hydroxyethylthioethyl  group)  were  assessed  in  a 
competitive  ELISA  performed  as  described  in  I I. 13. 2.  The 
concentrations  of  the  various  compounds  were  measured 
spectrophotometrlcally  on  the  basis  of  molar  extinction  coefficients 
taken  from  literature  or  determined  In-house.  Some  compounds  have  a 
very  low  solubility.  In  such  cases,  the  molar  extinction  coefficient 
of  a  structurally  related  compound  was  used.  Table  26  shows  the  50% 
Inhibition  point  found  for  the  various  compounds  In  the  competitive 
ELISA.  The  results  show  that  both  monoclonal  antibodies  2D3  and  2F8 
are  primarily  directed  against  the  N7-GMP  monoadduct  of  mustard  gas. 
A  low  cross-reactivity  can  be  seen  with  N7-Me-GMP,  N7-Gua-HD  and  06- 
Gua-HD  as  competitor.  Especially  the  result  with  06-Gua-HD  is 
striking  in  this  respect.  No  cross-reactivity  can  be  detected  with 
GMP.  The  monoclonal  antibodies  recognize  only  the  adduct  coupled  to 
guanine  with  the  Intact  Imidazole  ring.  When  this  ring  Is  opened, 
almost  5,000  times  more  competitor  is  required  to  reach  the  50X 
inhibition  point.  It  can  be  concluded  that  these  monoclonal 
antibodies  are  specific  for  the  ring-closed  N7-GHP  monoadduct  of 
mustard  gas. 
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Table  26.  Screening  test  of  the  supernatants  of  the  monoclonals  2D3 
and  2F8  for  cross-reactivity  in  a  competitive  ELISA 


Competitor® 

Molar 

extinction 
coefficient 
(1 .mol *^cm"^) 

SOX  inhibition  point 

(nmol/well) 

2D3 

2F8 

Gua 

10,700 

> 

0.45 

> 

0.45 

2  'deoxy-Guo 

13,000 

> 

4.2 

> 

10 

Guo 

13,600 

> 

3.6 

> 

2.5 

2'deoxy-GMP 

13,700 

> 

10 

> 

10 

GMP 

13,700 

> 

4.4 

> 

10 

Ade 

13,400 

> 

3.6 

> 

7.5 

2'deoxy-Ado 

15,000 

> 

6.9 

> 

5.0 

Ado 

14,900 

> 

6.9 

> 

5.0 

2  'deoxy-AMP 

15,300 

> 

6.1 

> 

4.8 

AMP 

15,400 

> 

5.7 

> 

4.8 

N7-Gua-HD 

7,200 

0.18 

0.67 

N3-Ade-HD 

12.000 

> 

6.5 

> 

10 

N7-GMP-HD 

10,000 

0.00085 

0.0014 

N7-GMP-HD  r.o.t* 

6,000 

2.5 

5.1 

06-dGuo-HD 

9.120 

> 

4.6 

> 

10 

06 -Gua -HD 

8,500 

0.53 

0.50 

N7-Me-GMP 

9,800 

0.082 

0.102 

N7-Guo-EtOH 

,  9.250 

4.5 

1.9 

N7-Guo-EtOH  r.c. 

11.620 

> 

8.0 

> 

9.5 

06-Me-dGuo 

8,490 

> 

2.0 

> 

4.0 

06 -He -Gua 

7.180 

> 

1.2 

> 

2.5 

06 -Et -dGuo 

9.120 

> 

1.2 

> 

2.7 

06-Et-Cua 

8,500 

0.82 

> 

3.0 

^  Abbreviations  used  are:  Cua.  guanine;  Guo,  guanosine;  GHP, 
guanosine<3* -oonophosphate;  Ade,  adenine;  Ado,  adenosine;  AMP, 
adenosine- 5 ' -nonophoaphate;  Me.  methyl;  Et.  ethyl;  EtOH, 
hydroxyethyl . 

^  The  compound  was  treated  with  5  N  NaOH  for  2  h  In  order  to  open  the 
imidasble  ring  (r.o.  »  ring-opened). 

:.aiIMi«Lch"  EUSA 

An  attempt  was  made  to  develop  a  more  sensitive  method  for  the 
detection  of  mustard  gas-DNA  adducts  in  calf -thymus  DMA  than  the 
competitive  ELISA.  This  so-called  sandwich  ELISA  (MS)  is  baaed  on 
the  following  principles.  Monoclonal  antibodies  directed  against  N7- 
guanine  monoadduct  are  used  to  coat  the  walls  of  the  wells  of  a 
microtiter  plate  (96-wells).  Then,  the  test  sample,  i.e.,  single- 
stranded  calf -thymus  DMA  treated  with  mustard  gas.  is  added,  which 
will  become  attached  to  the  immobilized  monoclonal  antibodies  when 
adducts  are  present.  The  method  aims  at  the  detection  of  exposure 
reatilting  in  sparingly  modified  DMA.  such  that  at  most  one  adduct  per 
DMA  fragment  is  present.  (During  the  handling  of  DMA,  fragmentation 
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into  pieces  of  ca.  10^  nucleotides  will  occur  by  sonication.)  Only 
the  adduct -containing  fragments  will  be  bound.  The  amount  of  DNA 
attached  to  the  wall  is  determined,  which,  consequently,  is  a  measure 
of  the  number  of  mustard  gas-DNA  adducts  present.  At  higher  mustard 
gas  concentrations,  all  DNA  fragments  will  become  labelled  and  the 
method  loses  its  discrimination  with  regard  to  the  adduct  number. 
Therefore,  the  method  is  limited  Intentionally  in  its  application  to 
treatments  at  low  mustard  gas  concentrations  (<  10  fM) .  For  the 
detection  of  bound  DNA,  a  polyclonal  rabbit  serum  (W6/39)  is  added 
which  is  directed  against  single-stranded  DNA.  This  procedure  is 
expected  to  result  in  a  greatly  enhanced  detection  signal  when 
compared  to  the  binding  of  antibody  molecules  to  the  adduct  itself, 
since  a  long  stretch  of  DNA  is  available  for  binding  instead  of  one 
site.  The  quantitation  of  the  anti-single-stranded  DNA  antibodies  is 
performed  via  the  binding  of  goat -anti -rabbit  molecules  to  which 
alkaline  phosphatase  is  attached.  This  enzyme  converts  a  substrate 
into  a  fluorescing  product.  The  fluorescence  is  a  measure  for  the 
amount  of  DNA  bound  to  the  wells. 

Some  modifications  were  applied  in  alternative  or  control 
experiments.  Instead  of  coating  the  walls  with  monoclonal  antibodies, 
the  polyclonal  rabbit  serum  U7/10  (raised  against  single -stranded 
calf-thymus  DNA  treated  with  1  mH  sxistard  gas)  or  W6/39  (directed 
against  single -stranded  DNA)  was  used.  After  coating  with  V7/10,  the 
monoclonal  antibodies  DIB  (directed  against  single -stranded  DNA)  were 
applied  in  order  to  detect  the  DNA  attached  to  the  coating.  In  the 
case  of  U6/39,  the  monoclonal  antibodies  directed  against  the  N7- 
guanine  monoadducts  were  used.  Goat-anti-mous^-Ig-alkallne 
phosphatase  served  as  a  third  antibody. 

Various  conditions  were  tested: 

(i)  concentrations  of  the  monoclonal  antibodies  and  polyclonal 
antisera  were  varied, 

(li)  washing  steps  between  the  incubations  were  introduced  (PBS  or 
PBS  with  0.03X  TWeen  20). 

(ill)  blocking  agents  were  applied  (gelatin  or  PCS)  in  order  to 
reduce  the  background  signal, 

(iv)  various  buffers  for  the  monoclonal  antibodies  were  used. 

(v)  varying  amounts  of  DMA  were  added. 

(vi)  the  molarities  of  the  buffers.  In  which  the  DNA  is  diluted  to 
stretch  the  DNA.  were  varied. 

Disappointingly,  the  results  of  the  experiments  showed  that  the 
sensitivity  of  the  sandwich-ELISA  does  not  exceed  the  level  reached 
with  the  competitive  ELISA  In  the  competitive  ELISA  it  was  possible 
to  discriminate  betwen  untreated  DNA  and  DNA  treated  with  O.Oi  pN 
mustard  gas.  which  was  impossible  in  the  sandwich -ELISA,  even  for  DNA 
treated  with  O.l  pN  mustard  gas.  Also  the  background  was  high.  The 
polyclonal  serum  U6/)9  seemed  to  bind  aspecif Ically  to  the  coated 
monoclonal  antibodies.  A  high  aspeciftc  binding  of  the  third 
antibodies,  goat -anti -mouse- tg-alkalinc  phosphatase,  was  observed  in 
the  experiments  with  a  coating  of  polyclonal  sera. 


230 


In  view  of  the  difficulties  encountered,  it  was  decided  not  to  pursue 
this  approach  but  to  optimalize  the  competitive  ELISA  (see  Til. 14. 2). 

Preparation  of  large  amounts  of  monoclonal  antibodies 
The  clone  2F8  was  selected  for  further  investigations.  First,  a  new 
batch  of  antibodies  was  produced.  To  this  end  the  hybridoma  culture 
was  propagated  in  RPMI  medium  supplemented  with  10%  Fetal  Calf  Serum. 
The  cells  were  subcloned.  The  supernatants  of  the  wells  containing 
only  1  clone/well  were  tested  on  specific  activity  against  mustard 
gas -treated  calf- thymus  DNA.  A  few  clones  did  not  contain  activity, 
indicating  that  some  cells  had  lost  their  antibody- producing  activity 
during  storage  at  -180  °C.  One  subclone  showing  a  high  specific 
activity  was  cultured  for  the  production  of  monoclonal  antibodies. 
Cells  (1.5  X  10V™1)  were  grown  for  10  days  without  refreshing  the 
medium.  Each  day  samples  of  the  cell  culture  were  taken  to  count  the 
living  cell  population,  and  to  determine  rhe  specific  antibody 
activity  (dilution  factor  of  the  supernatant  was  500  times). 

Figure  103  shows  the  results  of  this  experiment.  After  3  days  of 
culture  a  maximum  number  of  living  cells  was  reached.  After  8  days 
the  maximum  antibody  activity  was  reached.  These  results  show  that 
during  this  period  proteinases  destroying  antibody  activity  were  not 
released  from  the  dead  cells  in  significant  amounts. 

It  was  decided  to  culture  cells  for  7  days  for  the  production  of  a 
large  batch  of  monoclonal  antibodies  (1  liter  supernatant).  This 
crude  supernatant  was  tested  in  the  competitive  ELISA  to  see  whether 
the  sensitivity  of  the  assay  with  these  monoclonal  antibodies  was 
still  comparable  with  that  of  the  W7/10  rabbit  antiserum.  On  slngle- 
and  double -stranded  calf -thymus  DNA  treated  with  mustard  gas  and  on 
DNA  isolated  from  white  blood  cells  of  human  blood  exposed  to  mustard 
gas,  similar  sensitivities  were  obtained. 

The  protein.s  of  the  supernatant  were  precipitated  overnight  with  a 
saturated  ammonium  sulfate  solution  (0  °C)  as  described  In  11.13.10. 
After  centrifugation,  the  pellet  was  dissolved  in  PBS  and  dialyzed 
against  PBS.  The  dialysate  was  loaded  on  a  protein  A  column.  Next, 
the  monoclonal  antibodies  were  eluted  from  the  column  with  0.1  M 
sodium  citrate  buffer,  pH  4.7  (fraction  36-70  in  Figure  104). 


tim«  (day) 


Figure  103,  Growth  curve  of  a  2F8  hybridoma  culture  and  the 

production  of  specific  antibodies.  Viable  cells  (■•■)  were 
counted,  on  the  basis  of  trypan  blue  exclusion,  In  a 
counting  chamber.  Specific  antibody  activity  (o)  was 
detected  in  a  direct  ELISA.  The  wells  were  coated  with  an 
excess  of  single -stranded  calc'-thymus  DNA  treated  with 
10  mH  mustard  gas.  The  supernatants  were  diluted  300- 
fold 

The  fractions  eluted  with  the  sodium  cltrete  buffer  (fraction  42-67) 
contain  both  protein  and  specific  antibody  activity.  From  the  area 
covered  by  the  protein  peak  it  was  calculated  that  8.3  mg  of 
monoclonal  antibodies  were  obtained  from  I  liter  of  supernatant.  Th'' 
fractions  42-67  were  pooled,  concentrated  with  PEC  20,000  and 
dialyzed  against  PBS.  The  protein  content  of  the  resulting  solution 
was  measured  spectrophotometrlcally:  It  amounted  to  only  4.4  mg, 
indicating  that  a  substantial  loss  had  occurred.  This  was  probably 
due  to  protein  adsorption  on  the  dialysis  tube. 

The  following  samples  were  taken  after  the  various  steps  In  the 
purification  procedure  for  testing  In  the  direct  ELISA  In  order  tc 
check  loss  of  activity. 

A:  crude  supernatant  of  the  hybrldomas, 

B;  supernatant  after  ammonium  sulfate  precipitation, 

C;  solution  of  tho  pellet  of  the  ammonium  sulfate  precipitate  after 
dialysis  against  PBS. 

D;  eluate  of  the  protein  A  column  during  loading  of  the  antibodies. 
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E:  fractions  of  eluate  during  elution  of  the  antibodies,  and 
F;  final  antibody  solution  after  pooling  of  the  eluate  fractions, 
reduction  of  the  volume  by  PEG  20,000,  and  dialysis. 


fraction  number 

Figure  104.  Purification  of  2F8  monoclonal  antibodies  through  a 

protein  A  column.  The  dialysate,  obtained  after  ammonium 
sulfate  precipitation,  was  loaded  on  a  protein  A  column 
which  was  washed  with  binding  buffer  (1.5  H  glycine.  3  M 
NaCl ,  pH  8.9)  until  the  absorbance  at  280  nm  was  less 
than  0.1.  Fractions  of  2  ml  were  collected  (fraction  1- 
35).  Next,  the  monoclonal  antibodies  were  eluted  from  the 
column  with  0.1  M  sodium  citrate  buffer,  pH  4.7  (fraction 
36-70).  The  protein  content  ( — ,  absorbance  at  280  nm) 
and  the  specific  antibody  activity  (-  -)  in  a  direct 
ELISA  were  measured  of  all  samples.  For  the  latter 
measurement.s,  wells  were  coated  with  an  excess  of  single- 
stranded  calf-thymus  DNA  treated  with  10  ^  mustard  gas 
and  the  samples  taken  from  the  fractions  were  diluted 
1000- fold 

During  precipitation  of  the  proteins  in  the  crude  supernatant,  18X  of 
the  original  activity  remained  in  th«  supernatant  of  the  saturated 
ammonium  sulfate  solution  (B).  Accordingly,  82X  was  recovered  in  the 
dissolved  pellet  after  dialysis  (C).  A  small  fraction  (IX)  was  not 
retained  during  loading  of  the  column  with  the  monoclonal  antibodies 
(D).  Due  to  an  experimental  mishap,  no  data  were  obtained  on  the 
pooled  column  fractions.  Only  33X  of  the  activity  was  recovered  in 
the  final  solution  (P)  containing  4.4  mg  of  protein.  (The  amount  of 


fluorescence  (a.u.) 
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8.3  rag  protein,  calculated  to  be  present  in  the  antibody  pool  by 
summation  of  the  protein  content  of  the  column,  would  have 
represented  62%  activity.)  Therefore,  provided  that  the  correction 
for  the  loss  of  protein  is  justified,  a  very  satisfactory  over-all 
recovery  of  pure  antibody  appears  attainable.  It  was  calculated  that 
only  2  ng  of  protein  per  well  from  this  purified  2F8  preparation  was 
needed  in  order  to  obtain  3000  arbitrary  fluorescence  units  after  2  h 
of  incubation  with  substrate  in  our  standard  competitive  ELISA  (100% 
points) . 

In  another  1-liter  batch  of  the  same  subclone  of  2F8  we  obtained  5.1 
mg  of  the  purified  monoclonal  antibodies  which  contained  38%  of  the 
activity  present  in  the  crude  supernatant. 

III. 14. 5.  Mustard  gas- induced  adducts  to  DNA  in  human  skin 

Recently,  we  have  performed  pilot  experiments  to  detect  local  DNA 
damage  in  skin  samples.  Pieces  of  human  skin  obtained  from  cosmetic 
surgery  were  exposed  to  air  saturated  with  mustard  gas  vapor  for 
periods  ranging  from  2  to  10  min  at  30  °C  (1360  mg  mustard  gas/m^). 
The  pieces  of  skin  were  frozen  to  cut  5  /im  slices  with  a  microtome, 
which  were  fixed  on  glass  slides.  Proteins  and  RNA  were  degraded 
enzymatically  on  the  slide,  and  DNA  was  unwound.  Subsequently,  the 
preparation  was  treated  with  the  monoclonal  antibody  against  the  N7- 
guanine  monoadduct.  Next,  the  antibody  molecules  attached  to  the  DNA 
damage  were  made  detectable  by  binding  to  a  goat -anti -mouse  antibody 
that  contains  covalently  a  fluorescent  group  emitting  green  light  to 
bind  to  them.  The  preparation  was  also  treated  with  propldlum  Iodide, 
which  intercalates  with  DNA  and  emits  red  light  when  illuminated.  The 
latter  test  serves  to  locate  the  cell  nuclei  in  general.  The  slides 
were  scanned  for  the  green  light  emitted  by  the  second  antibody  on 
the  DNA  damaged  by  mustard  gas.  under  a  laser-scan  microscope.  In  a 
slice  of  skin  exposed  for  10  min  to  mustard  gas  vapor,  it  was 
observed  that  many  of  the  nuclei  of  the  epidermal  cells  had  sustained 
damage,  as  evidenced  clearly  by  the  green  fluorescence  (Figure  105). 

At  this  preliminary  stage  of  the  investigations,  the  detection  limit 
is  at  1  min  exposure,  which  corresponds  with  a  Ct  value  of  mustard 
gas  (1360  mg. min. m*^)  that  would  not  yet  give  blisters  (1000-2000 
mg. min. m"^,  ref.  116). 

As  a  follow-up  of  the  initial  pilot  experiments,  we  performed  a 
preliminary  study  on  the  persistence  of  DNA  damage  induced  by  mustard 
gas  in  human  skin.  For  this  purpose,  an  area  of  human  skin  resulting 
from  cosmetic  surgery  was  exposed  to  mustard  gas  vapor- saturated  air 
for  4  min  at  30  and  sections  were  kept  in  culture  medium  for  0,  2, 

24  and  48  h.  Next,  cryostat  sections  were  subjected  to  an 
immunostaining  procedure  as  described  in  11.13.12  and  were  examined 
with  fluorescence  microscopy.  The  experiment  has  been  carried  out 
twice  (Figure  106).  The  average  FITC-fluorescence  above  the  nuclei  of 
the  cells  in  the  epidermis  appeared  to  increase  within  the  first  24  h 
after  exposure  to  mustard  gas  whereas  some  decrease  was  observed 
within  the  next  24  h.  At  48  h  after  oxistard  gas  exposure,  the  FITC 
fluorescence  equals  the  level  observed  directly  after  exposure,  but 
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Figure  103A  and  B.  Inigunofluorescence  microscopy  of  human  skin 

exposed  to  mustard  gas  vapor 'Saturated  air  at  30  for 
10  min  (Ct  '  13,600  mg. min. m*^).  A:  FITC-fluorescence 
representing  N7'guanlne  monoadducts;  B:  propldlum  Iodide 
fluorescence  representing  ONA 


Figure  105C  and  D.  Imeunofluoreacence  alcroecopy  of  unexpoied  human 
skin.  C:  FITC- fluorescence;  D:  propldlua  iodide 
fluorescence  (In  coaparison  with  A,  C  has  been 
overexposed  to  show  some  fluorescence.) 


236  - 


is  still  above  background.  The  skin  could  not  be  kept  ir  culture 
medium  for  more  than  48  h.  Therefore,  no  conclusions  can  be  drawn 
about  the  persistence  of  lesions  beyond  48  h. 
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Figure  106.  Persistence  of  mustard  gas-adducts  to  N7-guanine  in  DNA 
of  human  skin  exposed  to  mustard  gas- vapor -saturated  air 
for  4  min  (Ct  -  5440  mg. min. min* and  incubated  for 
various  times  in  culture  medium  at  37  °C.  Cryostat 
sections  were  subjected  to  the  immunostaining.  The 
average  fluorescence  per  nucleus  was  determined  above  the 
nuclei  in  the  epidermis  in  two  independent  experiments 
(panels  A  and  B).  The  horizontal  dashed  lines  represent 
the  background  fluorescence  of  unexposed  skin 

III.  15.  Distribution  of  radioactivity  between  various  blood 
components 

Since  adducts  in  DNA  of  WBC  as  well  as  those  in  hemoglobin  of  red 
blood  cells  are  to  be  examined  for  their  possible  use  in  a  dosimeter 
for  mustard  gas,  the  distribution  of  this  agent  between  various  blood 
components  was  studied  after  treatment  of  whole  blood  with  0,1  mH 
[ jmustard  gas.  After  dl  ision  of  the  blood  into  two  equal  parts 
(duplicate  experiment),  various  blood  fractions,  including  serum 
proteins,  red  and  white  blood  cells,  hemoglobin  and  DNA  (as  described 
in  II. 4)  were  isolated  and  the  radioactivity  was  counted.  The 
distribution  of  the  radioactivity  over  the  fractions  was  calculated. 
This  experiment  was  done  twice.  The  combined  results  of  these 
experiments  are  shown  in  Figure  107. 

Almost  all  r..dioactivity  appeared  to  be  present  in  the  serum  (60X) 
and  the  erythrocytes  (3*9X).  Only  0.67X  was  associated  with  the  WBC, 
with  0.02X  bound  to  thr  DNA.  Of  the  total  amount  of  radioactivity, 

31X  was  bound  to  globin,  which  is  1,500  times  more  than  to  DNA.  Since 
the  hemoglobin  content  in  blood  varies  between  0.12  and  0.16  g/ml 
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with  a  mean  value  of  0.14  g/ml  and  the  DNA-content  is  ca.  50  Mg 
DNA/ml ,  the  difference  in  available  material  amounts  to  a  factor 
2,800.  When  blood  was  treated  with  0.1  mM  [^^S] mustard  gas,  1,500 
times  more  radioactivity  was  bound  to  hemoglobin  than  to  DNA;  hence 
mustard  gas  binds  1.9  times  more  efficiently  to  DNA  than  to 
hemoglobin.  However,  the  absolute  number  of  mustard  gas-adducts  in 
hemoglobin  in  blood  is  much  higher  than  in  DNA  because  of  the  large 
amount  of  hemoglobin  compared  to  DNA.  It  is  expected  that  adducts  in 
hemoglobin  have  a  higher  persistency  due  to  the  absence  of  repair  for 
these  types  of  lesions,  in  contrast  to  DNA  adducts  which  -in  general - 
can  be  repaired  by  cellular  enzyme  systems.  Consequently,  for  a 
practical  detection  and  the  quantification  of  exposure  to  mustard 
gas,  an  immunochemical  method  based  on  antibodies  that  are  specific 
for  protein  adducts  might  be  attractive.  However,  on  a  weight  basis 
more  adducts  are  present  in  DNA  and  little  DNA  is  needed  for  the 
assay.  Furthermore,  DNA  adducts  are  more  directly  related  to  the 
adverse  health  effects  of  mustard  gas. 


l.-i-iLd  serum 
Em  RBC 
Em]  WBC 


blood  tractions 

Figure  107.  The  distribution  of  radioactivity  in  human  whole  blood 
after  treatment  with  0.1  mM  [^^S] mustard  gas.  The  blood 
was  separated  in  the  serum  fraction,  the  red  blood  cells 
(RBC)  and  the  white  blood  cells  (WBC).  The  serum  was 
divided  into  the  serum  proteins  and  the  serum  supernatant 
containing  the  remaining  components.  The  RBC  were  divided 
into  the  RBC  proteins  (globin)  and  the  heme  fraction.  The 
WBC  were  divided  into  the  DNA  and  the  remaining 
components.  The  radioactivity  is  expressed  as  the 
percentage  radioactivity  in  the  fraction  compared  to  the 
totally  recovered  radioactivity.  The  data  are  the  mean 
values  of  four  experiments  (±  SEM) 

Ue  repeated  the  above-mentioned  experiment  with  a  new  batch  of 
[35s]mu8tard  gas  (see  III. 3).  The  data  obtained  with  the  new  batch 
were  in  agreement  with  the  earlier  data.  Approximately  SOX  of  the 
radioactivity  was  found  in  the  serum,  ca.  SOX  was  recovered  bound  to 
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hemoglobin  whereas  only  ca.  0.01%  was  attached  to  DNA  in  the  white 
blood  cells. 

I I I. 16.  Identification  of  reaction  products  of  mustard  gas  in 

proteins  of  erythrocytes 

I I I. 16.1.  Identification  of  the  N- terminal  heptaheptide  of  a-globin 
in  hemoglobin  digested  with  trypsin 

Since  it  is  known  from  literature  (25)  that  the  N-terminal  amino  acid 
valine  of  the  a- chain  of  hemoglobin  is  a  good  target  for  alkylation, 
the  detection  of  mustard  gas-adducts  to  this  amino  acid  has  been 
chosen  as  a  first  approach.  This  valine  is  released  from  the  a-globin 
chain  by  digestion  with  trypsin  together  with  six  other  amino  acid 
residues  as  the  N-terminal  heptapeptide  val-leu-ser-pro-ala-asp-lys 
(HP). 

An  HPLC  system  has  been  developed  to  separate  peptides  and  peptides 
alkylated  by  mustard  gas.  A  C18  reversed  phase  column  (25  cm  x  4,6 
mm)  was  used  and  the  peptides  were  eluted  with  an  acetonitrile 
gradient  in  0.1%  trifluoroacetic  acid  (TFA);  the  products  were 
detected  by  their  absorbance  at  220  nm. 

A  method  has  been  developed  to  isolate  globin  (Gb)  chains  from  whole 
blood  and  from  commercially  available  hemoglobin  (Hb)  as  described  in 
II. 15.1  and  II. 15. 2.  In  order  to  digest  the  proteins  into  peptides, 

Gb  was  hydrolyzed  with  trypsin  at  37  °C  for  2  h.  Trypsin  cleaves  the 
protein  specifically  at  the  carboxyl -end  of  lysine  and  arginine 
residues.  In  this  way,  the  heptapeptide  could  be  released.  Figure  108 
shows  the  profile  of  Hb  (Sigma)  digested  with  trypsin  and 
subsequently  Injected  onto  the  HPLC  column.  Digestion  and  HPLC 
separation  are  very  reproducible.  Also  Hb  isolated  from  blood  was 
digested  and  injected  onto  the  HPLC  column  (Figure  109).  The  elution 
showed  approximately  the  same  profile  as  that  obtained  with  the 
commercially  available  Hb  (Figure  108).  Figure  110  shows  digested  Gb, 
co-injected  with  the  synthetic  heptapeptide  (see  III. 11. 2)  which  was 
characterized  by  amino  acid  analysis.  The  heptapeptide  was  eluted 
after  18.5  min  (peak  1).  Peak  1  was  collected  from  the  sample  as 
shown  in  Figure  108  and  also  analyzed  by  amino  acid  analysis.  The 
amount  of  amino  acids  (nmol)  was  measured  in  the  sample  and  expressed 
as  the  ratio  of  nmol  amino  acid: nmol  ala.  Ala  served  as  a  reference 
amino  acid  because  it  is  very  stable  and  will  not  be  alkylated  by 
mustard  gas.  Seven  amino  acids  were  detected  with  the  molar  ratio 
indicated  between  brackets:  val(l.O),  leu(l,0),  ser(1.2),  pro(1.3), 
ala(l.O),  asp(0.9)  and  lys(l.l).  The  digestion  method  was  considered 
suitable  for  releasing  the  HP  from  Hb  and  possibly  also  from 
hemoglobin  reacted  with  mustard  gas. 
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Figure  108,  HPLC-chroniatogram  (ODS-Sephadex  reversed-phase  coluan)  of 
hemoglobin  (Sigma)  hydrolyzed  with  trypsin.  The 
absorbance  was  recorded  at  220  nm.  An  acetonitrile 
gradient  in  O.IX  trlfluoroacetlc  acid  was  used  to  elute 
the  various  peptides 


220nm 


Figure  109,  HPLC-chromatograa  (ODS*Sephadex  reversed -phase  column)  of 
trypsin-digested  globin  isolated  from  human  blood.  The 
absorbance  was  recorded  at  220  nm.  An  acetonitrile 
gradient  in  O.IX  trifluoroacetic  acid  was  used  to  elute 
the  various  peptides 
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Figure  110.  HPLC- chromatogram  (ODS-Sephadex  reversed-phase  column)  of 
hemoglobin  (Sigma)  hydrolyzed  with  trypsin  and  co> 

Injected  with  the  N-termlnal  heptapeptlde  of  the  o-chaln 
of  hemoglobin  (peak  1).  The  absorbance  was  recorded  at 
220  nm.  An  acetonitrile  gradient  in  O.IX  trlfluoroacetlc 
acid  was  used  to  elute  the  various  peptides 

III. 16. 2.  Identification  of  the  aikvlated  neptlde  in  hemoflobln 
treated  with  mustard  gas 

Subsequent  to  the  synthesis  and  the  civiracterizatlon  of  N’(2'- 

hydroxylethylthioethyl )-val •leu'ser-pro-ala-asp-lys,  i.e.,  the 

heptapeptide  alkylated  with  mustard  gas  at  valine  (see  III. 11. 2),  a 

larger  amount  of  the  heptapeptlde  (20  mg)  was  treated  with  mustard 

gas  as  described  in  III. 11. 2.  The  monoadduct  of  the  heptapeptide  wufi  i 

collected  by  HPLC  on  a  semi -preparative  column  (ODS-Sephadex;  25  cm  x 

10  mm)  and  lyophilized.  This  product  was  used  as  a  marker  to  identify  ! 

the  alkylated  peptide  in  hemoglobin  treated  with  mustard  gas. 

Hemoglobin  was  treated  with  [^^Sjuustard  gas  (ImM).  Gb  was  Isolwryd. 
digested  with  trypsin  and  the  digest  was  injected  onto  the  HPl/^  > 
column.  An  aliquot  of  N-(2*-hydroxylethylthioethyl)-val-lcu-ser«pr.l' 
ala-asp-lys  was  co-injected.  Fractions  eluted  in  O.S-min  time 
intervals  were  collected  and  the  radioactivity  was  determined. 

Several  radioactive  peaks  were  observed  (Figure  111),  one  of  which 
was  eluted  with  the  reference  material.  Although  no  final  proof  was 
obtained  that  the  material  in  the  ^^S-peak  is  identical  to  the 
synthetic  peptide,  the  results  suggest  that  indeed  the  reaction  of 
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mustard  gas  with  the  N-terminal  valine  of  Hb  could  be  a  suitable 
indicator  for  exposure  to  this  agent. 
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Figure  111.  HPLC  of  trypsin-digested  hemoglobin  (Sigma)  which  had 
been  treated  with  1  mK  [^^S)muBtard  gas.  An  aliquot  of 
the  N-terminal  heptapeptide  of  the  o-chain  of  hemoglobin 
alkylated  with  mustard  gas  at  the  valine  residue  |N-(2‘- 
hydroxylethylthioethyD-val-leu-ser-pro-ala-asp-lys; 
peak  Ij  war  co-inJected.  The  peptide  mixture  was  analyzed 
on  an  ODS-Sephadex  column;  UV  absorbance  (220  na)  and 
radioactivity  were  monitored.  The  radioactivity  of  the 
fractions  (collected  over  0.5-min  intervals)  was  counted 
for  10  min  in  a  Hark  III  liquid  scintillation  counter 
(Packard.  USA) 

With  a  new  batch  of  (^^Sjmustard  gas  we  repeated  the  identification 
of  the  alkylated  peptides  in  hemoglobin  treated  with  mustard.  To 
adhere  more  closely  to  the  practical  situation  for  which  the 
detection  methods  are  Intended,  fresh  human  blood  was  incubated  with 
the  agent.  The  hemoglobin  was  isolated  and  digested,  and  the  digest 
analyzed  with  HPLC.  A  broad  spectrum  of  radioactive  peaks  was 
obtained.  Among  the  ^^S-peaks  that  were  eluted  in  the  region  of  the 
large  peptides  (Figure  112),  one  was  co-eluted  with  the  reference, 
the  alkylated  N-terminal  heptapeptide  N‘(2'  Sydroxyethylthioethyl)- 
val-leu-ser-pro-ala-asp-lys.  as  also  had  been  tite  case  previously. 
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Figure  112.  HPLC  of  trypaln>digested  hesoglobln  isolated  from  hunsn 
blood  which  hed  been  exposed  to  I  isH  [  ^^S)tMjistsrd  gss  (I 
h  St  37  ^C).  An  aliquot  of  the  N>terainal  heptspepcide  of 
o-hesKiglobin  alkylated  with  austard  gas  at  the  valine 
residue  ( N* ( 2 * 'hydroxyethyl thioethyl ) • val • 1 eu • ser ' pro- 
ala*asp>iysi .  peak  HP’HD,  was  eo'lnjected.  The  peptide 
aixture  was  analysed  on  an  0D5>Sephadex  coluan;  UV 
absorbance  (220  na)  and  radiosctivlty  were  aonitored.  The 
radioactivity  of  the  fractions  (collected  over  0.3-nin 
intervals)  was  counted  for  10  ain 

In  principle,  auatard  gas  can  react  with  nuaerous  groups  in 
heaoglobin.  Many  of  the  reaction  products,  however,  aay  not  be  stable 
under  acidic  conditions.  To  see  whether  the  radioactive  aaterial  that 
was  co*eluted  with  the  synthetic  peptide  would  be  degraded  by  acid,  a 
portion  of  the  tryptic  digest  was  incubated  with  5  N  aqueous  HCl  for 
24h  at  37  Then  it  was  neutralised  and  subjected  to  HPLC  under 
identical  conditions  as  before.  Again,  an  aliquot  of  the  svnthetic 
alkylated  heptapeptide  was  co*tnjected.  Aaong  the  larger  ^‘s-peptides 
only  two  had  rsMlned  (Figure  113).  one  was  eluted  at  the  sane 
position  as  the  sMrker  peptide.  Host  other  radioactivity  was  released 
fron  the  peptides  suggesting  that  less  stable  reaction  products  of 
■ustard  gas  with  carboxyl  groups  were  involved.  These  results  conflm 
the  earlier  prelininary  conclusion  that  upon  reaction  of  henoglobin 
with  Bustard  gas  and  subsequent  tryptic  digestion  a  substantial 
anount  of  alkylated  heptapeptide  can  be  isolated.  The  other 
(partially)  acld>stable  radioactive  peak  has  not  been  identified  yet. 
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Figure  113.  HPLC  of  trypsin-digested  hemoglobin  isolated  from  human 
blood  which  had  been  exposed  to  1  mM  (^^S]mustard  gas  (1 
h  at  37  ®C).  After  trypsin  digestion  the  sample  was  also 
treated  with  5  M  hydrochloric  acid  (24  h,  37  °C).  An 
aliquot  of  the  N-termlnal  heptapeptlde  of  a*hemoglobln 
alkylated  with  mustard  gas  at  the  valine  residue  [N-(2’- 
hydroxyethylthioethyl)-val-leu-ser-pro-ala-asp-lys] .  peak 
HP-HD,  was  co-injected.  The  radioactive  peak  marked  HP- 
HD  was  at  the  same  position  as  the  peak  found  for  the 
tryptic  digest  not  treated  with  acid  (see  Figure  112). 

The  peptide  mixture  was  analyzed  on  an  ODS-Sephadex 
column;  UV  absorbance  (220  nm)  and  radioactivity  were 
monitored.  The  radioactivity  of  the  fractions  (collected 
over  0.5-rain  intervals)  was  counted  for  10  min. 

The  radioactive  material  that  was  acid-stable  and  was  co-eiuted  with 
N-(2' -hydroxyethylthloethyl)-val -leu-ser-pro-ala-asp-lys  amounted  to 
ca.  6X  of  the  total  bound  to  hemoglobin.  Taking  Intr  account  the 
distribution  of  the  radioactivity  over  the  various  blood  components, 
as  described  above,  it  can  be  calculated  that  in  human  blood  mustard 
gas  binds  about  7  times  more  efficiently  to  the  N7  of  guanine  per 
weight  unit  of  DNA  than  to  the  N-terminal  heptapeptlde  per  weight 
unit  of  hemoglobin.  However,  on  a  molecular  basis,  mustard  gas  reacts 
3,7  times  more  efficiently  with  the  N-terminal  valine  in  thr  o-chain 
of  hemoglobin  in  the  erythrocytes  of  human  blood  than  with  N7-guanine 
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in  DNA  of  the  WBC.  It  can  be  concluded  that  the  reaction  of  mustard 
gas  with  the  N-terrainal  valine  is  potentially  a  suitable  indicator 
for  exposure  to  this  agent. 

III. 16. 3.  _Sta_bility  of  mustard  gas-adducts  in  hemoglobin 

In  addition  to  the  experiments  described  in  III. 16. 2,  experiments 
were  carried  out  to  determine  the  amount  of  alkali-  and  acid-labile 
adducts  in  mustard  gas-treated  Hb.  Adducts  to  carboxylic  acid  groups 
are  described  in  the  literature  to  be  alkali-  and  acid-labile, 
whereas  adducts  to  amino  groups,  and  those  to  Cys  or  His  (when 
formed)  are  supposed  to  be  stable.  Hb  was  treated  with  1  mM 
[^^S]mustard  gas  at  pH  8.  A  part  of  the  Hb  was  precipitated  and  Gb 
was  isolated  (see  II. 15. 2).  Hb  and  Gb  were  treated  for  0-120  h  at 
37  °C  with  5  N  aqueous  solutions  of  NaOH.  or  methanesulfonic  acid 
(MSA),  or  HCl.  Treatment  with  the  5  N  solutions  led  to  precipitation 
of  Hb,  so  this  protein  was  treated  with  1  N  solutions  of  these 
reagents.  The  treatment  was  stopped  by  neutralization  of  the  mixtures 
with  HCl  or  NaOH,  followed  by  precipitation  of  the  proteins  with  ice- 
cold  10  mM  HCl  in  99X  acetone.  The  radioactivity  was  determined  in 
the  supernatant  (containing  the  heme  group  -if  present-  and  the 
components  derived  from  alkali-  or  acid-labile  adducts)  and  in  the 
precipitated  "globin  fraction"  after  it  had  been  dissolved  in 
distilled  water.  The  percentages  of  alkali-  and  acid-labile  adducts 
were  calculated.  In  the  same  way,  Hb  treated  with  1  mM  [^^S)mustard 
gas  was  Incubated  at  pH  /.  37  ®C,  in  order  to  study  its  stability 
under  these  conditions.  After  precipitation  of  the  protein,  the 
radioactivity  was  determined  in  the  supernatant  and  in  the 
precipitate. 

When  Gb.  isolated  from  Hb  which  had  been  treated  with  1  mM 
[^‘simustard  gas.  was  treated  for  various  periods  of  time  with  5  N 
NaOH.  HCl  or  MSA,  it  appeared  that  30X  of  the  initial  amount  of 
radioactivity  bound  to  Gb  was  still  bound  to  precipi table  protein 
(acid-  and  alkali-stable  adducts)  after  24  h,  whereas  70X  was  present 
in  the  supernatant  (originating  from  acid-  and  alkali -labile 
adducts),  as  can  be  derived  from  Figure  114.  Tiw  release  of  acid-  or 
alkal i -labile  adducts  (30X  of  total)  is  complete  within  4  h.  The 
effects  of  the  three  treatments,  with  either  acid  or  alkali,  were 
similar.  Probably,  the  acid-  and  alkali -labile  adducts  are  mustard 
gas  residues  bound  to  carboxylic  acid  groups  of  amino  acids. 

When  1  mM  Hb  treated  with  I  mM  j  ^^S)mu8tard  gas  was  incubated  with  1 
N  of  MSA  or  NaOH.  50X  of  the  adducts  bound  to  the  globin  within  Hb 
were  alkali-  and  acid-stable  aiwl  were  still  present  after  48  h 
(Figure  115).  while  in  Cb  treated  with  |^^S)mustard  gas  only  30Z 
remained  bound  after  4  h.  These  differences  could  be  due  to  the 
onlarities  of  the  acid  and  alksli  treatsMnts  (5  versus  1  N)  and  may 
also  be  ascribed  to  the  configuration  of  free  Gb  and  'to;  the  globin 
structure  in  Hb  suiy  be  SKire  compact  and  may  thus  protect  the  adducts 
against  hydrolysis.  When  Hb  created  with  I  mH  |^^S|muatard  gas  was 
incubated  at  neutral  pH.  37  °C.  in  ord'.r  to  study  thj  stability  of 
the  adducts  over  several  days.  75X  of  the  radioac.ivity  initially 
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present  in  Gb  was  still  bound  to  protein  after  24  days  (Figure  116). 
Hb  started  to  precipitate  after  24  days,  so  the  experiment  was 
stopped. 
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Figure  114.  Stability  of  mustard  gas<adducts  to  globin  in  acidic  and 
In  alkaline  solution.  Human  blood  was  treated  with  1  mM 
[ ^^S)mustard  gas  and  the  hemoglobin  was  isolated.  Globin 
was  isolated  from  the  hemoglobin  and  treated  with  i  N 
HCl .  5  N  me thane sulfonic  acid  or  5  N  NaOH  at  room 
temperature  for  several  hours.  After  acid-acetone 
precipitation  (-20  °C)  of  the  protein,  the  radioactivity 
in  the  precipitate  was  counted  and  compared  to  total 
radio-activity,  to  determine  the  percentage  of  adducts  of 
mustard  gas  still  attached  to  globin 
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Figure  115.  Stability  of  mustard  gas~adducts  to  hemoglobin  in  acidic 
and  alkaline  solution.  Human  blood  was  treated  with  1  mM 
[^^Sjmustard  gas  and  hemoglobin  was  isolated  and  treated 
with  1  N  me thane sulfonic  acid  or  1  N  NaOH  at  room 
temperature  for  several  hours.  After  acid-acetone 
precipitation  (-20  °C)  of  the  protein,  the  radioactivity 
in  the  precipitate  was  counted  and  compared  to  total 
radioactivity,  to  determine  the  percentage  of  adducts  of 
mustard  gas  still  attached  to  hemoglobin 

The  results  indicate  that  Hb  exposed  to  mustard  gas  contains  a  high 
proportion  of  mustard  gas -adducts  that  is  relatively  stable  (73X  of 
the  initial  amount  is  still  present  after  Ik  days  of  incubation  under 
physiological  conditions;  30X  of  the  adducts  resist  acid  or  alkali 
treatment).  This  might  Indicate  that  a  substantial  fraction  of  the 
mustard  gas -adducts  to  Hb  formed  in  vivo  (at  37  °C)  remains  in  the 
body  for  a  prolonged  period  of  time,  perhaps  long  enough  after 
exposure  to  permit  retrospective  detection  after  several  days  or  even 
weeks . 

However,  the  identification  of  the  various  isustard  gas  adducts  to 
protein  is  hampered  by  the  acid* instability  of  a  large  proportion  of 
the  reection  products.  To  establish  to  which  amino  acid  the  mustard 
gas  residue  is  attached,  the  protein  has  to  be  digested  to  yield  the 
free  amino  acids.  Among  these,  certain  amino  acids  modified  by 
BMistard  gas  can  subsequently  be  characterised.  The  usual  procedure 
for  complete  hydrolysis  of  proteins  Involves  heat  treatment  in  the 
presence  of  6  N  HCl,  during  which  treatment  at  least  70X  of  the 
adducts  will  decompose.  Therefore,  a  different  procedure  has  to  be 
developed  for  identification  of  the  acid-labile  adducts. 
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Figure  116.  Stability  of  mustard  gas-adducts  to  hemoglobin  at  neutral 
pH.  Human  blood  was  treated  with  1  mM  [^^S]mustard  gas 
and  hemoglobin  was  isolated  and  incubated  at  37  °C  for 
several  days.  After  acid-acetone  precipitation  (-20  °C) 
of  the  protein,  the  radioactivity  in  the  precipitate  was 
counted  and  compared  to  total  radioactivity,  to  determine 
stability  of  adducts  during  that  time.  The  radioactivity 
in  the  globln  fraction  immediately  after  treatment  with 
[^^S]mu8tard  gas  was  set  at  lOOX 

III. 17.  Immunochemical  methods  for  the  detection  of  mustard  yas 

flddufita  In.prQtBlng.  of ...cmhiocylBa 

1 1 1. 17.1  Polyclonal  antiserum  raisfcd  against  mustard  fas  adducts  to 

haaoglflbin 

For  Che  immunochemical  detection  of  mustard  gas  adducts  in  (blood) 
proteins,  two  approaches  are  being  followed  up  to  the  present.  One 
aims  at  the  detection  of  the  mustard  gas-modified  N-terminal  valine 
in  Hb,  the  other  is  a  less  specific  approach,  involving  antibodies 
raised  against  mustard  gas-protein  adducts  in  general.  In  first 
instance,  it  was  attempted  to  obtain  polyclonal  antisera  suitable  for 
the  development  of  detection  and  selection  procedures.  Two  different 
rabbit  antisera  were  raised,  for  which  purpose  Hb  treated  with  1  mH 
mustard  gas  and  with  N-(2' -hydroxyethylthioethyl )-D.L-valine  coupled 
to  Keyhole -Limpet  Hemocyanine  (Klii)  via  EDC,  respectively,  were  used 
as  immunogen.  Immunizations  were  performed  at  4  week  intervals.  Two 
weeks  after  the  third  immunization  the  rabbits  were  bled  and  the 
antisera  collected. 
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The  antiserum  raised  against  Hb  treated  with  1  mM  mustard  gas  was 
tested  in  a  direct  ELISA  with  Gb,  Gb  treated  with  1  mM  mustard  gas, 
human  serum  albumin  (HSA),  and  HSA  treated  with  1  mM  mustard  gas, 
used  as  antigens  to  coat  the  wells  of  the  microtiter  plates  (1 
(lig/ml).  No  difference  in  signal  between  the  mustard  gas-treated  and 
untreated  proteins  was  detected  (Figure  117).  As  expected,  the 
response  against  Gb  was  much  higher  than  that  against  HSA.  There  may 
be  several  reasons  for  the  negative  result  of  these  preliminary 
experiments:  (i)  the  adducts  in  the  coating  proteins  are  not 
accessible  to  the  antibodies,  (ii)  treatment  of  the  proteins  with  1 
mM  mustard  gas  resulted  in  too  few  adducts  that  can  be  recognized  by 
the  antibodies,  (iii)  no  antibodies  are  formed,  because  the  adducts 
are  too  weakly  immunogenic,  and  (iv)  only  one  rabbit  was  used  for 
immunization. 


Figure  117.  Antibody  response  of  the  serun  of  a  rabbit  inmunized  with 
hemoglobin  treated  with  1  nM  mustard  gas,  in  a  direct 
ELISA.  The  wells  were  coated  with  30  ng  of  untreated 
globin  (Gb)  (o-'-o).  globin  treated  with  1  mM  mustard  gas 
(o— o),  untreated  human  serum  albumin  (HSA)  (a — a),  and 
HSA  treated  with  1  mM  mustard  gas  (a - a) 

The  antiserum  of  the  rabbit  Immunized  with  N-(2*-hydroxyechylthio- 
ethyl)*D,L-valine  coupled  to  KLH  was  tested  in  a  direct  ELISA  with 
HSA.  HSA  treated  with  1  mM  mustard  gas.  N-(2' -hydroxyethylthioethyll- 
D.L-valine  coupled  to  HSA  (HSA-Val -HD) .  HP.  HP  treated  with  3  mM 
mustard  gas.  Hb.  and  Hb  treated  with  1  mM  mustard  gas  as  coating 
antigens  in  the  wells  of  the  microtiter  plates  (1  .  Various 

serum  dilutions  were  tested  (Figures  118  and  119).  Figure  118  shows 
an  equally  low  response  of  the  serum  against  HSA  and  HSA  treated  with 
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1  mM  mustard  gas  and  a  high  response  against  HSA-Val*HD.  Also  the 
responses  against  HP,  HP  treated  with  5  mM  mustard  gas,  Hb  and  Hb 
treated  with  1  mM  mustard  gas  were  low  (Figure  119).  It  can  be 
concluded  that  antibodies  specific  for  mustard  gas  adducts  are  not 
present  in  the  serum.  The  high  response  to  HSA-Val-HD  should  probably 
be  attributed  to  artifical  determinants  present  in  immunogen  and 
testing  antigen  that  are  induced  by  the  coupling  with  EDC.  Such 
misleading  EDC -determinants  are  encountered  frequently  in  studies 
like  these.  Therefore,  at  this  moment,  an  antiserum  against  protein 
adducts  of  mustard  gas  is  not  available  for  the  development  of 
methods  to  screen  hybridoma  supernatants  or  detection  procedures. 


Figure  118.  Antibody  responae  of  the  serum  of  a  rabbit  immunized  with 
N-(2' -hvdroxyethylthioothyl)-D.L-valine  coupled  to 
Keyhole  Limpet  Hemocyanine  (KLH)  via  EDC.  in  a  direct 
ELISA.  The  wells  were  coated  with  50  ng  of  untreated 

human  serum  albumin  (HSA)  (-t- - +),  HSA  treated  with  1  mM 

mustard  gas  (a — a),  or  N-(2* -hydroxyothylthioethyl )  D.L- 
valine  coupled  to  HSA  via  EDC  (o--'0) 
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Figure  119.  Antibody  response  of  the  serum  of  a  rabbit  Immunized  with 
N*(2' -hydroxyethylthloethyl)-D,L-vallne  coupled  to  KLH 
via  EDC,  In  a  direct  ELISA.  The  wells  were  coated  with 
50  ng  of  the  N-terralnal  heptapeptlde  of  the  o-chain  of 

hemoglobin  (HP)  (+ - ■*■) ,  HP  treated  with  5  mM  mustard  gas 

(  —  ).  hemoglobin  (Hb)  (o---o),  or  Hb  treated  with  1  raM 
mustard  gas  (o* ' 'o) 

III. 17. 2.  Monoclonal  antibodies  for  hemoylobln-mustard  aas  adducts 

The  N* terminal  heptapeptlde  of  hemoglobin  alkylated  by  mustard  gas 
and  coupled  to  KLH  via  EDC,  was  used  in  attempts  to  obtain  monoclonal 
antibodies.  Four  mice  were  immunized  with  this  material  (see  II. 16. 3) 
and  the  sera  sampled  after  the  first  and  the  second  immunization  were 
tested  In  a  direct  ELISA.  For  the  screening  of  the  sera  we  used  a 
commercially  available  pentapeptide,  val -leu-ser-glu-gly ,  the  first 
three  residues  of  which  are  identical  to  the  N-termlnal  sequence  of 
the  heptapeptlde.  This  peptide  was  alkylated  with  mustard  gas  at  the 
amino  group  of  valine,  and  attached  via  EDC  coupling  to  BSA.  As  a 
control,  also  the  non-alkylated  pentapeptide  was  coupled  to  BSA.  Both 
substances  were  used  as  coating  material  in  the  ELISA.  The  sera  of 
the  four  mice  were  diluted  100,  200  and  AOO  times.  Disappointingly, 
no  significant  specific  antibody  activity  was  detected.  It  was 
nevertheless  decided  to  continue  this  approach  and  to  carry  out 
fusion  experiments.  After  the  third  immunization,  cells  of  the  spleen 
of  one  mouse  were  fused  with  mice  SP2/0  cells  as  described  in 
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II.  13. 7.  The  supernatants  of  the  resulting  hybridomas  were  screened 
on  mustard  gas -alkylated  hemoglobin  and  on  native  hemoglobin.  The 
supernatants  of  six  wells  showed  a  positive  response  in  the  direct 
ELISA  against  mustard  gas-alkylated  hemoglobin,  one  of  which  also 
showed  a  positive  response  against  the  native  hemoglobin. 

These  hybridomas  were  subcloned  by  limiting  dilution  which  yielded 
three  monoclonals.  All  three  appeared  to  be  of  the  IgM  subclass. 
Attempts  to  set  up  a  competitive  assay  with  these  monoclonal 
antibodies  so  far  did  not  yield  satisfactory  results.  Furthermore,  a 
direct  ELISA  with  hemoglobin  treated  with  <  1  mM  mustard  gas,  instead 
of  5  mM,  did  not  result  in  a  positive  response  on  the  mustard  gas- 
treated  hemoglobin. 

A  new  fusion  experiment  was  performed  with  the  spleen  cells  of  mice 
immunized  with  the  heptapeptide  treated  with  mustard  gas  in  our 
attempt  to  obtain  antibodies  of  the  IgG  type.  After  screening  on 
mustard  gas-treated  hemoglobin,  a  number  of  positive  hybridomas 
remained.  These  were  tested  on  the  production  of  IgG  antibodies  but 
so  far,  no  clones  producing  such  antibodies  were  found. 

In  a  more  generalized  approach  to  obtain  antibodies  directed  against 
protein  adducts  of  mustard  gas,  a  mouse  was  immunized  with  chicken 
gammaglobulin  that  had  been  treated  with  mustard  gas  (see  II. 16. 3). 
After  the  standard  boostering  procedure,  the  spleen  cells  of  the 
mouse  were  used  for  a  fusion  experiment.  This  yielded  lA  monoclonals 
producing  antibodies  with  a  positive  response  against  hemoglobin 
treated  with  5  mM  mustard  gas.  Unfortunately,  these  also  were  all  of 
the  IgM  type, 

III.  17. 3  The  hapten  alv-glv-£lv-glu-5-(2’-hydroxvethylthiQethvl^ 

ester-l-amide 

The  alkylated  tetrapeptide  gly-gly-gly-glu-5-(2' -hydroxyethyl- 
thloethyl)  ester- I -amide  was  synthesized  to  serve  as  a  hapten  for 
generation  of  monoclonal  antibodies  recognizing  protein  adducts  in 
skin  blopsls.  This  antigen  was  already  coupled  to  a  carrier  protein 
(see  11.16.3),  but  Immunizations  have  not  been  carried  out  so  far. 
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IV.  DISCUSSION 

Identification  of  mustard  gas -adducts  to  calf  thymus  DNA  and  DNA  of 
human  white  blood  cells 

To  the  best  of  our  knowledge,  the  products  arising  from  alkylation  of 
DNA  due  to  in  vivo  exposure  to  mustard  gas  have  not  been 
investigated.  In  vitro  alkylation  of  DNA  and  RNA  by  mustard  gas  has 
been  studied  by  Lawley  et  al .  (30-35)  in  the  ear]  y  sixties.  They 
suggested  that  foremostly  the  N7  nitrogen  of  guanine  is  alkylated, 
leading  to  N7- (2 ' -hydroxyethylthioethyl ) -guanine ,  as  well  as  to  the 
corresponding  intrastrand  and  interstrand  (36)  di -adduct  di-(2- 
guanin-7' -yl-ethyl)  sulfide.  The  authors  also  report  that  the  N3 
nitrogen  of  adenine  in  DNA  is  alkylated  to  give  N3- (2' -hydroxy¬ 
ethylthioethyl)  -adenine.  In  RMA  the  N1  adduct  of  adenine  is  also 
formed,  presumably  because  this  position  is  not  hydrogen -bonded,  as 
it  is  in  double -stranded  DNA.  Similar  DNA  adducts  have  been  reported 
by  Kirchner  and  Brendel  (117)  upon  exposure  of  yeast  cells  to  mustard 
gas.  Until  now,  all  these  products  were  characterized  only  on  the 
basis  of  similarity  of  their  UV  spectra  and  chromatographic  behavior 
with  that  of  analogous  alkyl -substituted  purines.  In  most  cases, 
except  for  the  N7  guanine  monoadduct,  it  was  unclear  whether  enough 
of  the  adducts  had  been  isolated  to  allow  further  analysis  and 
characterization. 

We  have  (re)synthesized  and  characterized  several  adducts  of  mustard 
gas  with  guanine  and  adenine  for  use  as  markers  in  the  identification 
of  adducts  formed  upon  exposure  of  calf -thymus  DNA  or  human  WBC  to 
mustard  gas.  Using  the  early,  but  highly  reproducible,  work  of 
Brookes  and  Lawley  as  a  starting  point,  we  have  now  developed  methods 
of  synthesis  and  purification  for  the  N7  mono-  and  di -adducts  of 
guanine,  as  well  as  the  N3  adduct  of  adenine,  which  yield  the  pure 
adducts  on  a  10-100  mg  scale.  This  allowed  full  characterization  of 
these  adducts  based  upon  thermospray  and  electron  impact  mass 
spectrometry,  as  well  as  on  and  ^^C-NMR  spectroscopy. 

In  more  recent  Investigations,  Ludlum  et  al .  have  studied  the 
reaction  of  monofunctional  sulfur  mustard  (chloroethyl  ethyl  sulfide; 
GEES)  with  2' -deoxyguanosine  (98)  and  with  calf -thymus  DNA  (37).  In 
both  investigations,  the  alkylation  product  of  GEES  at  the  06- 
position  of  2' -deoxyguanosine  was  found  to  be  a  minor  product  (O.IX 
of  the  total  alkylation).  Attempts  to  depurinate  this  product  to  06- 
(ethylthioethyl ) -guanine  failed,  presumably  due  to  rapid  dealkylation 
at  06  in  acidic  aqueous  solution.  It  has  not  become  clear  whether  the 
authors  obtained  the  corresponding  06-adduct  of  mustard  gas  with  2*- 
deoxy- guanos ine  (97),  We  have  used  a  very  recent  method  of  synthesis 
for  06-adducts  of  2' -deoxyguanosine  to  obtain  06- (2* -hydroxyethyl¬ 
thioethyl)  -2  '-deoxyguanosine.  The  key  step  in  thin  method  is  the 
replacement  of  a  1-methylpyrrolidinium  group  at  the  6-position  of  2'- 
deoxyguanosine  by  an  appropriate  alcohol,  in  this  case  2-acetoxy- 
ethyl  2* -hydroxyethyl  sulfide  or  2-t-butyldimethyl-silyloxyethyl  2'- 
hydroxyethyl  sulfide.  The  desired  adduct  was  obtained  in  12X  overall 
yield.  In  contrast  with  the  results  of  Ludlum  et  al .  with  the 
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corresponding  GEES  derivative,  we  obtained  06-(2'-hydroxyethylthio- 
ethyl) -guanine  via  acid-catalyzed  depurination  of  the  2'-deoxy- 
guanosine  derivative,  without  overriding  dealkylation  at  06.  In  our 
route  of  synthesis  of  the  06-derivative  we  used  for  the  first  time 
new  acyl  and  trialkylsilyl  derivatives  of  thiodiglycol  and  semi- 
mustard  gas  which  we  designed  in  order  to  circumvent  problems  due  to 
the  bifunctionality  of  thiodiglycol  and  semi-mustard  gas.  At  the  end 
of  the  synthesis  route,  the  hydroxyl  group  of  the  2' -hydroxyethyl- 
thioethyl  moiety  is  deprotected,  in  alkaline  medium  for  the  acyl 
derivatives  and  in  acidic  medium  in  case  of  the  trialkylsilyl 
derivatives . 

In  other  studies  on  the  alkylation  of  2' -deoxyguanosine  with  GEES  in 
aqueous  solution  (pH  6.0)  Sack  et  al.  (118)  have  found  evidence  for 
the  formation  of  a  small  amount  of  N2-(ethylthioethyl) -2' -deoxy¬ 
guanosine  (Figure  120a),  in  addition  to  the  expected  large  amount  of 
the  N7  adduct .  In  our  studies  on  the  alkylation  of  2 ' -deoxyguanosine 
with  mustard  gas  in  aqueous  solution  (pH  7.5),  we  have  not  found  an 
N2  adduct,  possibly  due  to  the  fact  that  we  have  not  attempted  to 
isolate  and  characterize  all  minor  reaction  products.  However,  we 
have  isolated  Nl-(2' -hydroxyethyl-thioethyl)-2' -deoxyguanosine 
(Figure  120b),  i.e.,  a  hitherto  unreported  reaction  product  of 
mustard  gas  with  nucleosides,  as  a  minor  but  significant  product  from 
the  reaction  mixture.  This  product  was  fully  characterized  by  means 
of  ^H-  and  ^^G-NMR  (HETGOR)  spectroscopy,  thermospray  mass 
spectrometry  and  UV  spectra.  The  formation  of  this  product  is  rather 
surprising  because  the  Nl-position  in  2* -deoxyguanosine  is  known  to 
be  highly  unreactive  in  aqueous  solution.  So  far,  Nl-adducts  have 
only  been  obtained  by  alkylation  in  basic,  nonaqueous  media  in  which 
the  2' -deoxyguanosine  anion  is  prevalent  (119). 


Figure  120.  Chemical  structures  of  N2-(ethylthioethyl)-2'-deoxy- 

guanosine  (a)  and  of  Nl'(2"-hydroxyethylthioethyl)-2‘ - 
deoxyguanosine  (b) 

In  the  present  study,  prevalence  of  the  adduct  and  Its  stability  and 
persistence  In  the  living  cell  are  important  aspects  in  selection  of 
the  reaction  product  between  DNA  and  mustard  gas  for  use  in  the 
immunization  of  mice  and  subsequent  isolation  of  hybridomas  that 
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produce  specific  antibodies  against  DNA  damage  due  to  mustard  gas.  In 
experiments  with  double -stranded  calf-thymus  DNA  and  white  blood 
cells  exposed  to  [^^Sjraustard  gas,  N7-(2. ' -hydroxyethylthioethyl ) - 
guanine  was  shown  to  be  the  major  adduct.  Approximately  60%  of  the 
radioactivity  reacted  at  the  N7-position  of  guanine  resulting  in  this 
monoadduct.  The  N7  di -adduct  and  the  N3 -adenine  monoadduct  were 
formed  to  a  lesser  extent. 

With  the  techniques  available,  it  was  impossible  to  detect  06-(2'- 
hydroxyethylthioethyl) -guanine.  If  this  adduct  is  formed,  it  is 
present  only  as  a  trace  adduct  (less  than  0.5%  of  total  detected 
radioactivity).  A  very  low  degree  of  alkylation  at  06  of  the  guanine 
moiety  by  mustard  gas  should  be  expected  on  the  basis  of  the  high  s- 
value  (0.95)  of  the  episulfonium  ion  in  the  Swain-Scott  equation 
(120,121).  Furthermore,  we  found  that  the  06- (2' -hydroxyethyl¬ 
thioethyl)  -guanine  is  rather  unstable  due  to  relatively  rapid 
dealkylation.  For  double -stranded  DNA,  the  three  detectable  adduct 
peaks  represented  ca.  90%  of  all  radioactivity.  Upon  alkylation  of 
single -stranded  DNA,  the  corresponding  peaks  represented  only  66%  of 
all  radioactivity.  Two  additional  large  peaks  were  detected  in  the 
hydrolysis  products,  containing  ca.  11  and  16%  of  total 
radioactivity.  These  two  adducts  are  not  Identified  yet.  One  of  the 
unidentified  peaks  may  correspond  with  Nl-(2' -hydroxyethyl¬ 
thioethyl)  -adenine,  which  is  also  formed  in  substantial  amounts  upon 
alkylation  with  mustard  gas  of  RNA,  in  which  Nl  of  adenine  is  not 
hydrogen -bonded  (32,35).  Further  studies  will  have  to  show  whether 
the  Nl-adduct  of  guanine  is  formed  upon  alkylation  of  double-  or 
single -stranded  DNA.  In  this  study  we  have  focused  on  the  adduct 
pattern  Induced  in  double -stranded  DNA,  representing  the  prevalence 
of  alkylation  by  mustard  gas  in  biological  samples. 

Our  results  show  that  mustard  gas  is  a  very  effective  alkylating 
agent.  Even  in  blood,  in  which  numerous  other  reactive  constituents 
are  present,  1  out  of  124  guanine  bases  was  alkylated  to  form  the  N7 
monoadduct  upon  exposure  to  1  mH  mustard  gas.  When  double-stranded 
DNA  was  treated,  even  1  out  of  10  guanines  was  alkylated  by  1  mM 
mustard  gas.  Comparable  experiments  with  diethyl  sulfate  showed  an 
alkylation  degree  of  only  one  N7-othyl -guanine  adduct  per  400 
unmodified  guanines  upon  exposure  of  white  blood  cells  to  100  mM 
diethyl  sulfate,  whereas  an  alkylation  leve^  of  onr  NZ-i^uanine  adduct 
per  45  unmodified  guanines  was  observed  for  double -stranded  DNA  after 
exposure  to  77  mH  diethyl  sulfate  (122).  The  concentrations  of 
mustard  gas  mentioned  above  are  very  high  in  comparison  with  the  so- 
called  biologically  relevant  doses  which  are  used,  for  instance,  in 
studies  to  determine  cell  survival  as  expressed  by  means  of  colony- 
forming  ability.  When  Chinese  hamster  ovary  cells  are  exposed  to  1.4 
mH  mustard  gas.  37X  of  the  cells  in  the  population  survive  and  will 
form  colonies  after  exposure. 

These  studies  suggest  that  the  biologically  relevant  doses  are 
probably  in  the  mlcromolar  range.  For  cells  in  blood,  the  critical 
concentration  might  be  somewhat  higher  than  for  the  hamster  cells  in 
culture  medium,  but  a  comparison  of  the  induction  of  DNA  interstrand 
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crosslinks  under  the  two  conditions  (Figures  73  and  75)  suggests  that 
the  difference  will  not  be  more  than  a  factor  of  2-3.  This  implies 
that  calibration  of  the  methods  for  adduct  assay  should  be  performed 
preferably  on  DNA  that  is  alkylated  by  mustard  gas  to  the  same  extent 
as  the  DNA  of  cells  in  blood  exposed  in  the  micromolar  range  (0.1  to 
10  /iM) .  The  calibration  method  applied  was  based  on  radioactively 
labelled  mustard  gas.  Mowever,  in  order  to  establish  the  degree  of 
alkylation  in  DNA  expo.sed  to  such  low  doses  of  mustard  gas, 
extrapolation  of  the  ratio  of  alkylated  bases  versus  non-modified 
bases  in  DNA  from  blood  cells  exposed  to  much  higher  doses  (0.1  -  1 
mM)  had  to  be  applied.  This  was  a  consequence  of  the  relatively  low 
specific  activity  of  the  batches  of  (^^S)mustard  gas  available  for 
the  experiments  (850  and  286  MBq/mmol),  which  did  not  permit 
derivation  of  sufficiently  accurate  data  for  the  degree  of  alkylation 
of  DNA  from  cells  exposed  in  blood  to  concentrations  of  mustard  gas 
below  0.1  inM.  At  this  concentration,  an  alkylation  level  of  about  one 
adduct  per  AOOO  non-modified  nucleotides  was  observed  for  the 
predominant  N7~guanine  aonoadduct.  The  values  at  lower  concentrations 
were  estimated  by  linear  extrapolation.  For  calibration  purposes, 
also  Isolated  DNA  was  treated  with  [^^S)mustard  gas,  which  permitted 
the  use  of  concentrations  down  to  1  These  DNA  preparations  were 
used  to  calibrate  the  alkylation  degree  of  identical  preparations 
exposed  in  parallel  to  "cold"  mustard  gas.  The  latter  preparations 
were  used  to  calibrate  the  quantitative  ELISA  procedure. 

In  future  experiments,  these  extrapolations  as  well  as  the  use  of 
radioactive  material  can  be  avoided  if  an  alternative  method  of 
analysis  for  alkylated  bases  in  digested  ONA  can  be  developed  based 
upon  HPLC  with  electrochemical  detection.  In  this  way.  Park  ct  al . 
(123)  were  able  to  detect  100  fool  N7-ethylguanine,  In  our 
laboratory,  the  detection  limit  amounted  to  0.A5  N7-ethylguanlne/l0” 
nucleotides  in  liver  cells  from  rats  that  were  exposed  to  hydrazine 
(122;  for  comparison,  the  highest  sensitivity  ever  reached  with  our 
procedure  after  exposure  of  purified  DNA  amounted  to  about  50 
addu-^ts/lO^  nurleo^lde8) .  Possibly,  this  HPLC  procedure  can  be  used 
for  the  calibtaticn  of  immunochemical  assays. 

awthoda;  ELISA 

The  iohsunlzation  of  rabbits  with  calf -thymus  DNA  that  had  been 
e.xposed  to  mustard  gas  resulted  in  the  polyclonal  antiserum  U7/)0 
wiih  a  high  specificity  for  adducts  of  DN.\  with  mustard  gas.  With 
ihis  ant'senua  a  screening  method  for  specific  antibody  activity  of 
li/bridoma-supernatants  could  be  developed  and  optimized. 

Next  to  a  screening  mcth-5d  for  Eupernatants  of  h/hridomaa,  a 
r-ompetitive  ELISA  was  dev'eloped  with  single -stranded  calf -thymus  DNA 
treated  with  mustard  gas  as  competitor.  This  compeiitivr  PLISA 
appears  suitable  tc  measure  ihe  level  of  mustard  gas  adducts  in 
biological,  samples  such  ss  huawn  blood  exposed  to  mustard  gas.  Tt  was 
shown  that  untreated  DNA  docs  not  give  any  inhlblticn,  not  even  at 
high  amounts.  This  is  s  criterion  for  the  scl.er.tivity  of  the 
-.nti  serum. 
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high  amounts.  This  is  a  criterion  for  the  selectivity  of  the 
antiserum. 

The  N7-guanine  monoadduct  is  the  most  abundant  modification  in  DNA 
that  is  converted  into  the  ring-opened  derivative  during  treatment 
with  alkali.  Since  DNA  exposed  to  mustard  gas  after  treatment  with 
alkali  is  no  longer  recognized  by  the  antiserum,  it  is  likely  that 
this  antiserum  is  directed  mainly  against  the  N7 -guanine  monoadduct. 
The  sensitivity  of  the  competitive  ELISA  at  the  SOX  inhibition  point 
is  a  few  femtomoles  per  well  of  this  adduct.  When  the  20X  inhibition 
point  instead  of  the  SOX  inhibition  point  was  chosen  as  a  criterion, 
0.4  fmol  N7-guanine  monoadduct/well  is  detectable  in  single -stranded 
calf-thymus  DNA.  Very  low  levels  of  alkylation  can  be  detected 
because  of  the  high  sensitivity  of  the  method,  together  with  the  low 
cross-reactivity  of  the  antibodies  with  untreated  DNA.  With  single- 
stranded  calf- thymus  DNA  treated  with  0,1  /iM  mustard  gas,  the 
detection  of  one  N7-guanine  monoadduct  amongst  1.3x10^  unmodified 
guanines  was  shown  to  be  possible.  A  tenfold  lower  level  could  be 
reached  with  the  DNA  treated  with  0.01  ^  mustard  gas.  provided  that 
the  20X  inhibition  point  was  used,  thus  allowing  the  detection  of  one 
adduct  amongst  5.2x10^  unmodified  nucleotides. 

In  order  to  reach  a  sensitivity  of  0.4  fmol  adduct/well  (20X 
inhibition  level)  using  competitor  DNA  with  a  very  low  alkylation 
degree  (5  0.01  /iN  mustard  gas)  it  is  necessary  to  add  more  competitor 
DNA  and/or  to  decrease  the  concentration  of  the  N7 -guanine 
monoadduct -specific  antibodies  with  a  simultaneous  increase  of  the 
incubation  period.  Until  now  the  highest  amount  of  added  competitor 
DNA  was  2.5  ^g/well.  To  obtain  the  required  amount  of  DNA  from 

biological  specimens  (ONA  from  white  blood  cells),  large  samples  are 

needed,  Sometimes  it  is  impoarible  to  reach  the  level  of  20X 
inhibition  by  adding  more  ONA.  Therefore,  a  better  method  should  be 

developed  to  detect  low  levels  of  damage  (<  0.1  mustard  gas). 

Possibly,  one  such  method  is  the  amplification  of  the  detection 
sigital  by  use  of  the  avidin-biotln  complex  (124). 

For  the  initial  development  and  optimisation  of  the  competitive  ELISA 
to  detect  damage  due  to  mustard  gas.  purified  single -stranded  calf- 
thymus  DNA  was  used.  In  this  tvpe  of  DNA.  the  antigens  are  presented 
in  an  optimal  way  for  antibody  recognition.  However,  the 
immunochemical  methods  for  this  project  are  aimed  .et  the  detection  of 
mustard  gas-damage  in  biological  samples,  i.e..  husun  blood  or  skin 
biopsies.  After  exposure  to  the  same  concentration  of  mustard  gas, 
much  more  double -stranded  DNA  is  required  foi  effective  competition 
than  single -stranded  DNA  treated  with  aKist.ii.(i  gas.  probably  due  to 
shielding  of  the  damage  by  the  complcmer’ary  ONA  strand,  as  well  as 
to  interstrand  crosslinks  of  mustard  gas  which  prevent  an  optimal 
presentation  of  antigen.  A  13-fold  decrease  in  sensitivity  relative 
to  single -stranded  DNA  was  mea.aured.  Therefore.  DNA  in  biological 
samples  should  be  converted  into  the  single -stranded  form  which  is 
accessible  for  the  antibodies. 
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In  the  biological  samples,  the  DNA  is  present  in  the  cell  nucleus,  as 
double -stranded  material,  in  tight  interaction  with  the  nucleus 
proteins,  the  histones.  The  isolation  of  this  DNA  and  the  preparation 
for  the  ELISA  require  adequate  methods  to  disrupt  the  cell  wall  and 
the  nuclear  membrane,  to  digest  the  proteins,  to  remove  RNA,  and  to 
release  the  DNA  in  single-stranded  form  without  changing  or 
destroying  the  adducts  with  mustard  gas.  The  usual  method  for 
disrupting  the  cell  wall  and  releasing  the  DNA  in  the  single -stranded 
form  is  treatment  of  the  WBC  with  alkali  (93).  However,  thi.s  method 
is  not  suitable,  because  of  opening  of  the  imidazolium  ring*  in  the 
N7-guanine  adducts  which  destroys  the  binding  of  the  antibodies  to 
the  mustard  gas  adducts.  Also,  extensive  heating  at  100  °C  or 
lowering  the  pH  in  combination  with  denaturating  agents  cannot  be 
used,  because  of  the  release  of  the  N7-modified  guanines  from  the  DNA 
backbone . 

Forraamide  is  another  agent  for  the  induction  of  single  -  strandedness . 
In  preliminary  experiments  with  single -stranded  DNA  treated  with  70% 
forraamide  at  56  °C,  we  found  that  formamide  did  not  modify  or  destroy 
the  adducts  and  did  not  interfere  with  the  ELISA  when  solutions  with 
high  DNA  concentrations  (1  mg/ml)  were  treated  with  70%  formamide, 
provided  that  the  solution  was  diluted  25-fold  before  being  used  in 
the  ELISA.  However,  formamide  did  induce  single  -  strandedness , 
although  slightly  less  effectively  than  alkali  did  (100%  with  alkali 
versus  90%  with  forraamide).  When  the  dilution  step  was  omitted,  the 
high  concentrations  of  forraamide  caused  substantial  background 
signals  in  the  ELISA.  Since  only  a  small  amount  of  DNA  can  be 
isolated  from  biological  samples  (<  25  ng/nl  blood),  extensive 
dilutions  cannot  be  applied  to  avoid  these  high  background  signals. 
Therefore,  forraamide  should  be  removed  by,  e.g.,  dialysis  or 
precipitation  of  the  DNA.  Howerver,  our  attempts  to  remove  formamide 
did  not  yield  satisfactory  results. 

Another  problem  was  encountered  with  formamide  when  high 
concentrations  of  this  compound  were  used  to  disrupt  cell  wall.^  of 
white  blood  cells  and  to  release  the  DNA.  Similar  competition  curves 
were  obtained  when  DNA  from  untreated  white  blood  cells  or  from  white 
blood  cells  treated  with  various  concentrations  of  mustard  gas  were 
used,  which  Indicated  that  the  mustard  gas  adducts  were  not 
recognized.  Possibly,  the  formamide  treatment  does  not  lead  to 
complete  degradation  of  the  cells  and  complete  removal  of  the 
histones  from  the  DNA  for  optimal  presentation  of  the  antigens.  In 
view  of  the  various  difficulties  encountered  with  formamide,  its  use 
at  high  concentrations  was  discontinued  and  other  ways  were  explored 
for  cell  disruption  and  DNA  isolation  and  for  the  conversion  of  DNA 
into  a  single-stranded  form. 


*  Kinetic  measurements  showed  that  the  rate  of  ring-opening  of  N7- 
(2"-hydroxyethylthioethyl)-guanosine-5*-phosphate  at  pH  11.2  is 
virtually  the  same  as  that  of  the  corresponding  N7-mechyl  derivative 
(see  IIl'.7). 
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competition  was  obtained  with  double -stranded  DNA  isolated  from  white 
blood  cells  exposed  to  0.1  mM  mustard  gas.  In  the  mean  time  a 
suitable  method  i.or  the  unwinding  of  double -stranded  DNA  was 
developed,  viz.  mild  heating  (25  min  at  52  °C)  of  the  DNA  at  low 
ionic  strength  in  the  presence  of  low  concentrations  of  formamide 
(4%)  and  formaldehyde  (0.2%).  By  applying  this  treatment,  N7-guanine 
monoadducts  induced  in  double -stranded  DNA  could  be  detected  with  the 
same  efficiency  as  those  induced  in  single -stranded  DNA.  When  thi.s 
method  was  applied  co  DNA  isolated  with  the  sodium  dodecyl  sulfate 
procedure,  adducts  could  be  detected  in  DNA  from  white  blood  cells 
that  had  been  exposed  to  10  or  2  /jM  mustard  gas.  However,  ca.  20  fmol 
of  N7 -guanine  monoadduct  were  required  to  obtain  50%  inhibition  in 
th"^  assay  with  DNA  from  blood  treated  with  10  /iM  mustard  gas,  whereas 
only  a  few  fmol  of  the  roonoadduct  were  needed  after  exposure  of 
dissolved  single-stranded  DNA.  Probably,  the  antigen  recognition  in 
DNA  from  blood  treated  with  mustard  gas  was  still  not  optimal  for 
reasons  which  are  not  yet  understood. 


As  mentioned  before,  it  should  be  possible  under  optimal  conditions 
to  detect  with  this  competitive  ELISA  1  modified  guanine  amongst 
5.2x10^  u;unodified  nucleotides  in  single-stranded  DNA  exposed  to 
0.01  mustard  gas.  Theoretically,  it  should  also  be  possible  to 
detect  1  modified  guanine  amongst  5.2x10^  unmodified  nucleotides  when 
DNA  is  isolated  from  UBC  exposed  to  mustard  gas  and  when  complete 
single -strandedness  is  Induced.  This  corresponds  with  an  exposure  of 
the  white  blood  cells  to  ca,  0.1  #iM  mustard  gas.  as  derived  by  linear 
extrapolation  from  exposure  to  higher  concentrations.  In  order  to 
optimize  detection  conditions,  the  presentation  of  the  antigens  in 
DNA  of  white  blood  cells  exposed  to  mustard  gas  should  be  improved  by 
using  conditions  at  which  the  adducts  are  not  destroyed. 


Methods  to  achieve  a  high  sensitivity  in  the  competitive  ELISA  can  be 
developed  by  a  combination  of  various  procedures  to  release  the  DNA 
from  the  cells  or  tissues,  to  digest  the  proteins  and  to  induce 
slngle-strandedness  in  the  DNA.  The  procedure  now  available  for  the 
disruption  of  the  cell  walls  and  membranes,  i.e.,  the  use  of  high 
concentrations  of  sodium  chloride  or  sodium  dodecyl  sulfate  followed 
by  protein  digestion  appears  satisfactory.  The  Influence  of 
extraction  of  DNA  with  phenol  and  precipitation  with  ethanol  upon  the 
stability  of  the  adducts  should  be  studied  to  see  whether  these  steps 
should  be  omitted  or  replaced.  The  induction  of  a  Ingle -strandedness 
tu  DNA  that  has  l>een  treated  by  mustard  gas  In  solution  can  now  be 
achieved  in  a  satisfying  manner.  Further  studies  are  needed  to 
establish  the  et feet i veness  of  the  procedure  for  DNA  isolated  from 
mustard  gas-exposed  cells.  Pu;'  the  induction  of  slngle-strandcdness, 
alternative  methods  are  still  available,  such  as  digestion  by  exo- 
aitd  endonucleases  in  combination  with  an  unwinding  treatment  and 
sonication  to  prevent  renaturatlon. 

In  the  competitive  ELISA  for  analysis  of  DNA  treated  with  an  unknown 
amount  of  mu:.tard  gas,  it  Is  necessary  to  measure  the  concentration 
of  DNA.  A  method  should  be  developed  to  determine  sauill  quant itli  of 
DN.'^  from  blood  (10-50  ng/sample)  for  use  in  the  competitive  ELISA. 
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For  the  quantitation  of  DNA  adducts  in  experimental  samples,  a 
standard  batch  of  mustard  gas-treated  DNA  with  an  exactly  known 
degree  of  alkylation  should  be  available  for  calibration  purposes.  A 
large  batch  of  this  material  has  been  prepared,  which  will  remain 
available , 

Monoclonal  antibodies 

Upon  treatment  of  DNA  with  mustard  gas,  the  N7 -guanine  monoadduct  was 
shown  to  be  the  major  adduct  in  all  circumstances.  For  that  reason  it 
was  decided  to  synthesize  a  hapten  based  on  this  adduct  for  use  in 
the  immunization  of  mice  and  the  subsequent  isolation  of  hybridomas 
which  produce  specific  antibodies  against  damage  in  DNA  induced  by 
mustard  gas. 

In  our  first  attempt  to  obtain  a  hapten  we  have  tried  to  alkylate  the 
N7-position  of  2 ’ -deoxyguanosine-5' -phosphate  with  mustard  gas  at  pH 
7.5,  and  to  use  the  phosphate  moiety  for  subsequent  coupling  of  the 
hapten  to  a  carrier  protein.  However,  the  alkylation  proceeded  almost 
exclusively  at  the  phosphate  moiety  (125)  instead  of  the  N7-position. 
Attempts  to  shift  the  reglospecif icity  of  the  alkylation  reaction  to 
N7  by  means  of  protonation  of  the  least  acidic  function  at  phosphate 
at  pH  4.5  (59)  led  to  some  alkylation  at  N7,  but  also  to  complete 
depurinatlon.  Even  alkylation  at  N7  of  2' -deoxyguanosine  with  mustard 
gas  at  pH  7.5.  to  be  followed  by  enzymatic  phosphorylation  at  the  5'- 
position  (100),  led  to  depurinatlon.  In  view  of  these  results  we 
decided  to  attempt  alkylation  at  N7  of  guanosine-5' -phosphate,  since 
(1)  guanosine  derivatives  depur inate  several  orders  of  magnitude  less 
rapidly  than  the  corresponding  2* -deoxyguanosine  analogs  (126)  and 
(il)  other  investigators  had  learned  that  the  presence  of  an  extra 
hydroxyl  group  ftt  the  2' -position  of  the  sugar  moiety  in  the  hapten 
does  not  decrease  the  binding  .tetivity  of  antibodies  towards  adducts 
in  DNA  (101).  Treatment  of  guanosine-5* -phosphate  with  mustard  gas  in 
aqueous  solution  at  pH  4,5  gave  a  reaction  mixture  from  which  both 
the  desired  N7- (2" -hydroxyethylthloethyl )-guanosine-5' -monophosphate 
and  the  corresponding  dl -adduct  could  be  isolated  on  a  10-100  mg 
scale  by  means  of  various  chromatographic  techniques.  The  products 
were  characterized  with  ^H-  and  ^^C-NMR  spectroscopy,  whereas  the 
molecular  weight  of  the  monoadduct  was  confirmed  with  FAB- ionized 
mass  spectrometry.  Coupling  of  the  N7-guanlne  monoadduct  to  carrier 
protein  with  I -(S-dimethylaminopropyl  )-!l-ethylcarbodiimide  via  an  in 
situ  prepared  imidazolium  derivative  at  the  phosphate  moiety 
proceeded  smoothly. 

After  immunization  of  mice  with  N7-(2"-hydroxyethylthioethyl)- 
guanosine- 5* -phosphate  (N7-CMP  sranoadduct)  coupled  to  a  carrier 
protein,  fusion  experisKnts  yielded  10  hybridoms  clones  producing 
monoclonal  antibodies  that  recognize  adducts  of  mustard  gas.  The 
clones  were  selected  on  single -stranded  DNA  treated  with  10  pN 
mustard  gas,  i.e.,  not  on  the  imaninogen  itself  coupled  to  a  carrier. 

In  competition  experiments  it  was  found  that  the  most  promising 
monoclonal  antibodies,  2D3  and  2P8,  are  primarily  directed  against 
the  N7-CHP  monoadduci  of  saistard  gas.  A  low  cross-reactivity  was  seen 
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when  N7-Me-GMP,  N7-  and  06 -guanine  monoadducts  of  mustard  gas  were 
used  as  competitor.  Especially  the  low  cross-reactivity  with  06- 
guanine  monoadduct  is  striking.  No  cross-reactivity  has  been  detected 
with  GMP.  The  monoclonal  antibodies  recognize  the  adduct  only  when 
present  as  alkylated  guanine  with  an  intact  imidazole  ring.  When  this 
ring  is  opened,  almost  5,000  times  more  competitor  is  required  to 
reach  the  50%  inhibition  point.  It  can  be  concluded  that  these 
monoclonal  antibodies  are  specific  for  the  ring-closed  N7-GMP 
monoadduct  of  mustard  gas. 

It  appeared  in  competitive  ELISA's  that  the  monoclonal  antibodies 
recognize  DNA  exposed  to  mustard  gas  better  than  the  free  nucleotide 
or  guanine  alkylated  with  mustard  gas:  the  antibodies  were  selected 
on  single-strand  DNA  and  part  of  the  DNA-backbone  might  be  involved 
in  the  antigen  presentation.  This  aspect  is  of  importance  with  regard 
to  the  preparation  of  DNA  samples  from  human  origin  for  a  detection 
method  to  be  used  for  the  verification  of  exposure  to  mustard  gas  in 
casualties.  Since  mustard  gas  adducts  in  DNA  are  better  recognized 
than  those  in  the  alkylated  nucleotides,  it  appears  more  advisable  to 
use  well  purified  DNA  than  to  aim  at  the  detection  of  the  adducts  in 
nucleotides  or  bases  released  from  the  DNA. 

Starting  with  the  crude  supernatants  obtained  after  culturing  of  the 
selected  clones,  the  monoclonal  antibodies  were  purified  via  ammonium 
sulfate  precipitation  and  affinity  chromatography  on  a  protein  A 
column.  In  the  initial  experiments,  low  recoveries  were  obtained.  The 
possibility  that  the  antibodies  were  degraded  by  proletnascs  released 
from  dead  cells  could  be  excluded:  no  significant  decrease  in 
antibody  activity  in  the  supernatants  occurred  over  a  period  of  7 
days.  Further  studies  showed  that  both  the  precipitation  step  and  the 
chromatography  caused  significant  losses  of  antibody  activity,  but 
nevertheless,  a  satisfactory  over-all  recovery  of  pure  antibody 
appeared  attainable.  A  1-1 1  ter  culture  yielded  on  the  average  A, 7  ng 
of  purified  monoclonal  antibodies.  These  antibodiv^s  can  be  stored  In 
PBS  at  -20  oc  for  months. 

The  antibodies  produced  by  six  clones  were  tested  in  the  competitive 
ELISA.  For  five  clones,  viz..  2D3.  2F12.  2A4.  2G8  aiwl  IH7,  the 
sensitivity  was  comparable  to  that  of  the  assays  performed  with  the 
polyclonal  antiserum  U7/10.  These  antibodies  recognize  the  N7 -guanine 
monoadducts  of  mustard  gas  containing  an  intact  imidazolium  ring, 
since  after  exposure  of  the  alkylated  DNA  with  ring-disrupting  agents 
such  as  alkali,  inhibition  no  longer  occurred.  Consequently,  alkali 
should  also  not  be  used  in  a  method  for  the  sensitive  detection  of 
mustard  gas  exposure  with  the  monoclonal  antibodies. 

Recently,  we  have  performed  experiments  to  detect  local  DNA  damage  in 
skin  samples.  Piece.s  of  huiun  skin  obtained  from  cosmetic  surgery 
were  exposed  to  air  saturated  with  anistard  gas  vapor  at  30  (1360 

mg.m'^)  for  periods  ranging  from  1  to  10  min.  By  using  the  monoclonal 
antibodies  we  were  able  to  detect  N/-guanLne  aonoadducts  of  mustard 
gas  in  the  akin  samples  by  means  of  immunofluorescence  microscopy.  In 
skin  exposed  for  10  min  the  DNA  In  many  epidermal  cells  was  clearly 
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for  periods  ranging  from  1  to  10  min.  By  using  the  monoclonal 
antibodies  we  were  able  to  detect  NT-guanine  raonoadducts  of  mustard 
gas  in  the  skin  samples  by  means  of  immunofluorescence  microscopy.  In 
skin  exposed  for  10  min  the  DNA  in  many  epidermal  cellj  was  clearly 
shown  to  be  substantially  alkylated.  In  this  pilot  e.-rperiment  the 
detection  limit  was  at  1  min  exposure,  which  corresponds  with  a  Ct 
value  of  mustard  gas  (1360  mg. min. m*^)  that  would  not  yet  give 
blisters  (116).  An  additional  pilot  experiment  was  performed  to  study 
the  persistence  of  this  type  of  lesion  in  human  skin.  For  this 
purpose,  human  skin  resulting  from  cosmetic  surgery  was  exposed  to 
mustard  gas  vapor- saturated  air  for  4  min.  Surprisingly,  the  nuclear 
fluorescence  in  the  cells  of  the  epidermis  appeared  to  increase 
during  the  first  24  h  after  exposure;  thereafter  a  decrease  was 
observed.  It  is  not  clear  yet  whether  indeed  more  adducts  are  formed 
within  the  initial  24  h  or  that  structural  changes  in  the  nuclear  DNA 
take  place  which  facilitate  the  procedures  applied  to  make  the 
adducts  accessible  to  the  antibodies.  Formation  of  more  adducts 
during  the  initial  24  h  appears  rather  unlikely  in  view  of  the 
limited  stability  of  mustard  gas  in  the  culture  medium,  although 
storage  of  small  amounts  of  intact  mustard  gas  in  the  skin  after 
cutaneous  exposure  cannot  be  excluded  (116). 

Adducts  to  proteins  and  agdei. 

It  is  expected  that  adducts  of  mustard  gas  to  proteins,  for  instance 
hemoglobin  or  serum  albumin,  have  a  higher  persistency  due  to  the 
absence  of  repair  systems  for  these  types  of  lesions.  This  stands  in 
contrast  with  DNA  adducts,  which  are  often  repaired  by  cellular 
enzyme  s' j.ems.  For  the  dr’-''r*-ion  and  the  quantification  of  exposure 
to  mustard  gas  in  practical  situations,  it  might  be  attractive  to 
develon  an  immunochemical  method  of  analysis  with  antibodies  that  are 
.spec  flc  for  protein  adducts.  Moreover,  sufficient  amounts  of 
pro'elns  are  readily  obtained  from  relatively  small  blood  samples. 

For  example,  the  mean  value  for  the  hemoglobin  content  in  blood  is 
0.14  g/ml  as  compared  to  50  ag  DNA/ml  blood.  It  was  shown  that 
mustard  gas  binds  only  1.9  times  less  efficiently  to  protein  than  to 
i.'NA.  Therelnre.  immunochemical  detection  of  mustard  gas  damage  in 
proteins  for  dosimetry  of  exposure  to  mustard  gas  might  be 
advantageous,  provided  that  the  protein  adducts  can  be  concentrated 
by  way  of  purification. 

Little  is  known  about  the  reactivity  of  mustard  gas  towards 
individual  amino  acids  in  proteins  or  the  structure  and  stability  of 
the  adducts  (22-24).  For  this  reason  we  have  investigated  the 
alkylation  of  simple  model  peptides,  i.e.,  N-acetyl -amino  acid- 
methylamides  |CH;)C(0)NH‘CH(Y)-C(0)NHCH3] .  in  which  Y  represents  a 
group  that  can  be  alkylated  by  mustard  gas,  Ue  studied  the  reactions 
with  mustard  gas  in  aqueous  solution  (pH  7.5)  at  room  temperature  of 
such  siodel  peptides  derived  from  aspartic  acid,  glutamic  acid, 
histidine,  cysteine,  and  methionine.  In  order  to  elucidate  the 
reaction  products  of  mustard  gas  with  terminal  amino  groups,  we  have 
also  studied  the  alkylation  of  valine-methylamide, 

NH2CH(irr)C(0)NHCH3  (see  Figure  36).  All  model  peptides  were  readily 
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alkylated.  In  the  model  peptides  derived  fiOir  a.'^partic  and  glutamic 
acid  the  free  carboxylic  groups  were  alkylated  leading  to  the 
formation  of  (2’ -hydroxyethylthioethyl)  esters.  The  ester  derived 
from  the  aspartic  acid  model  peptide  underwent  a  rapid  secondary 
reaction  with  expulsion  of  the  alcohol  moiety  by  nitrogen  of  the 
peptide  bond  and  formation  of  a  succinimide  derivative.  Evidently, 
this  secondary  reaction  spoil',  the  use  of  aspartic  acid  derivatives 
for  verification  purposes.  Both  ring  nicrogens  of  the  histidine 
peptide  were  alkylated  at  approximately  the  same  rate,  whereas  a 
small  amount  of  product  also  was  formed  in  which  both  nitrogens  had 
reacted.  The  methionine  peptide  is  alkylated  at  sulfur,  leading  to  a 
ternary  (and  chiral)  sulfoiiium  derivative,  which  decomposes  in  acidic 
or  alkaline  medium.  As  expected,  the  primary  reaction  product  of 
valine -methylamide  with  mustard  gas  is  the  N-(2'-hvdroxyethyl- 
thioethyl)  derivative.  The  model  peptide  derived  from  cysteine  reacts 
rapidly  with  mustard  gas.  The  peptide  is  alkylated  at  the  thiol 
moiety  of  the  side  chain. 

The  alkylation  products  formed  in  aqueous  solution  were  all 
Identified  by  means  of  thermospray-LC-MS .  These  products  were  also 
synthesized  by  means  of  independent  routes  and  their  identity  with 
the  products  formed  by  alkylation  of  the  model  peptides  in  aqueous 
solution  was  confirmed  with  HPLC. 

The  alkylation  products  were  used  as  references  for  competition 
experiments,  in  which  the  relative  order  of  reactivity  of  the  various 
peptides  vis-a>vis  mustard  gas  was  studied.  The  qualitative  results 
obtained  clearly  showed  that  cysteine  is  by  far  the  most  reactive 
amino  acid  towards  mustard  gas. 

Identification  of  mustard  gas-adducts  to  hemoylohin 

It  is  known  that  human  erythrocytes  have  a  life-span  of  ca.  120  days, 
i.e..  a  potential  target  protein  such  as  hemoglobin  (Hb)  will  stay  in 
the  circulation  for  a  long  time.  Hemoglobin  is  easily  isolated  after 
separation  of  serum  and  cell  fractions,  followed  by  lysis  of  the 
erythrocytes.  Another  protein  present  in  blood  in  large  quantities, 
serum  albumin,  is  more  difficult  to  isolate  because  of  the  presence 
of  many  other  proteins  in  the  serum  fraction  from  which  albumin 
should  be  separated  by  chromatography.  Studies  on  the  stability  of 
mustard  gas  adducts  to  hemoglobin  showed  that  70X  of  the  adducts 
bound  to  globln  are  acid-  and  alkal i-labile  (treatment  with  5  N 
alkali  or  acid,  during  h  at  room  temperature).  These  data  indicate 
that  identification  of  mustard  gas  adducts  to  hemoglobin  based  upon 
amino  acid  analysis  after  the  complete  degradation  of  hemoglobin  into 
amino  acids  by  means  of  the  standard  procedure  involving  treatment 
with  6  N  HCl  at  110  °C  for  2<i  h  is  not  feasible.  Alternatively,  the 
proteins  can  be  degraded  into  amino  acids  or  small  peptides  via 
digestion  with  specific  enzymes. 

Under  physiological  conditions,  however,  the  mustard  gas  adducts  of 
proteins  are  rather  stable.  Not  less  than  75Z  of  the  initial  amount 
of  p^SImustard  gas  was  still  bound  to  hemoglobin  after  24  days  of 
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Analogous  to  the  work  of  Wraith  et  al .  (25)  we  investigated  the 
alkylation  with  mustard  gas  of  the  N-terminal  valine  of  the  a-chain 
of  hemoglobin  which  was  shown  to  be  a  good  target  for  alkylation  by 
ethylene  oxide.  The  N-terminal  heptapeptide  val-leu-ser-pro-ala-asp- 
lys  is  conveniently  isolated  by  means  of  tryptic  digestion  of  the 
protein,  followed  by  HPLC. 

For  use  as  a  marker,  the  heptapeptide  was  synthesized  and  mono- 
alkylated  with  mustard  gas  specifically  at  the  amino  group  of 
terminal  valine.  The  reaction  product  was  purified  by  means  of  HPLC 
and  was  characterized  by  means  of  amino  acid  analysis,  thermospray 
mass  spectrometry  and  ^H-NMR  spectrometry.  With  [^^S]mustard  gas  we 
obtained  evidence  that  exposure  of  hemoglobin  to  mustard  gas  indeed 
results  in  alkylation  at  the  N-terminal  valine.  A  broad  spectrum  of 
radioactive  peaks  was  obtained  after  exposure  of  human  blood, 
isolation  of  the  hemoglobin,  digestion  with  trypsin  and 
chromatographic  separation.  One  of  the  peaks  coincided  with  the 
marker,  the  alkylated  synthetic  heptapeptide.  In  contrast  to  all  but 
one  other  ^^S-peak.  this  one  also  was  found,  unaltered,  when  the 
digest  had  been  mildly  treated  with  hydrochloric  acid  prior  to  HPLC, 
in  agreement  with  the  acid-stable  character  of  alkylations  at  the 
amino  group.  Upon  treatment  with  acid,  most  was  released,  which 
suggests  that  also  in  blood  mustard  gas  roainl>  forms  the  acid-labile 
reaction  products  with  free  carboxyl  groups  In  hemoglobin.  The  ^^S- 
peak  that  was  co-elut«d  with  the  alkylated  heptapeptide  represented 
about  6X  of  the  total  radioactivity  bound  to  hemogloblii.  From  this 
figure  and  the  distribution  of  reacted  radioactivity  over  the  various 
blood  constituents,  It  was  derived  that  mustard  gas  reacts  about  3.7 
times  as  efficiently  with  the  amino  group  of  the  N-terminal  valine  in 
hemoglobin  in  human  blood  than  with  the  N7  of  guanine  of  DNA  in  UBC. 

Together,  the  results  demonstrate  that  the  alkylation  of  the  N- 
termlital  valine  of  hemoglobin  could  be  a  suitable  indicator  for 
exposures  to  wistard  gas.  Further  research  will  be  required  to 
develop  a  practical  detection  method  based  on  the  formation  of  this 
reaction  product .  The  most  direct  approach  would  be  the  isolation  of 
antibodies  that  recognize  specifically  this  adduct  in  intact 
hemoglobin,  but  the  facile  isolation  of  the  heptapeptide  offers  the 
possibility  to  enrich  the  structure  to  be  detected,  if  desired.  As  an 
alternative,  the  second  acid-stable  alkylated  tryptic  peptide  might 
be  considered.  However,  this  product  will  have  to  be  Identified 
first. 

The  attempts  to  obtain  antibodies  directed  to  protein  adducts  of 
mustard  gas  initially  were  aimed  at  a  polyclonal  rabbit,  antiserum 
that  could  be  used  to  set  up  detection  methods  and  a  system  for  the 
screening  of  hybrldoisas  for  the  production  of  adduct -specific 
antibodies.  Analogoui.  to  the  *DNA- approach,"  rabbits  were  imoKinized 
with  hemoglobin  treated  with  mustard  gas  and  with  N-(2'- 
hydroxyethyl thloethyl ) -D.L-vat Ine  coupled  to  a  carrier  protein. 
Unfortunately,  serum  with  specific  activity  against  mustard  gas- 
damage  was  not  obtained,  possibly  because  of  poor  immunogenicity  of 
the  alkylated  proteins.  In  view  of  iisw  limitations,  no  new  rabbit 
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immunizations  were  performed.  Instead,  mice  were  immunized.  As 
immunogen,  the  alkylated  heptapeptide  coupled  to  a  carrier  protein 
was  used.  However,  also  in  these  experiments,  no  specific  antibody 
activity  could  be  detected  in  the  sera,  not  even  after  repeated 
immunizations.  Nevertheless,  fusions  were  performed,  resulting  in  a 
few  hybridomas  that  produced  antibodies  discriminating  between 
mustard  gas-alkylated  hemoglobin  and  the  native  protein  in  a  direct 
ELISA.  The  antibodies  of  these  clones  appeared  of  limited  practical 
use,  however,  since  attempts  to  set  up  a  competitive  ELISA  with  these 
monoclonals  remained  without  success.  Furthermore,  they  failed  to 
discriminate  between  native  and  alkylated  hemoglobin  when  exposure 
was  lowered  from  5  to  1  mM  mustard  gas.  Finally,  the  antibodies  were 
all  of  the  less  suitable  IgM  type.  New  fusion  experiments  aiming  at 
the  isolation  of  more  satisfactory  monoclonals,  preferably  of  the  IgG 
type,  have  as  yet  not  been  successful. 

In  another  approach  it  was  attempted  to  raise  antibodies  to  less 
strictly  defined  protein  adducts  of  mustard  gas  by  immunizations  of 
mice  with  chicken  gammaglobulin  that  had  been  alkylated  with  mustard 
gas.  Fusion  experiments  yielded  a  number  of  hybridomas  producing 
antibodies,  all  of  the  IgM  type,  with  specificity  for  highly 
alkylated  (5  mM)  hemoglobin.  It  is  unknown  which  determinant(s)  they 
recognize  or  whether  these  antibodies  might  be  more  suitable  for 
practical  applications. 

Haptens  based  on  amino  acids  with  high  reactivity  towards  mustard  aas 

In  the  absence  of  an  analysis  of  the  most  abundant  adducts  formed  by 
alkylation  of  proteins,  and  in  addition  to  the  above-mentioned 
approach  involving  the  terminal  heptapeptide  in  the  a-chaln  of 
hemoglobin,  we  are  developing  haptens  based  on  amino  acids  which  show 
a  high  reactivity  towards  mustard  gas.  Our  competition  experiments 
show  that  cysteine  is  highly  reactive.  Therefore,  we  intend  to 
synthesize  the  adduct  of  cys-gly-gly-gly  with  mustard  gas  as  a 
hapten.  Attempts  to  synthesize  the  tetrapeptide,  however,  did  not 
succeed.  We  did  obtain  the  hapten  gly-gly-gl y-glutamlc  acid>5-(2'- 
hydroxyethyl thioethyl )  ester- 1 -amide.  Such  adducts  can  be  used  to 
characterize  the  monoclonal  antibodies  that  can  be  obtained  after 
immunization  with,  e.g.,  chicken  gammaglobul in  that  has  been  exposed 
to  mustard  gas.  Another  possibility  is  the  use  of  these  antigens, 
after  coupling  to  a  carrier  protein,  to  generate  antibodies.  Both 
approaches  might  yield  anrib^ies  which  are  especially  useful  to 
detect  mustard  gas  damage  to  proteins  in  skin  biopsies.  Obviously, 
antibodies  which  are  specific  for  mustard  gas  adducts  of  hemoglobin 
will  be  very  useful  to  detect  damage  in  blood,  but  not  in  skin 
biopsies.  Investigations  published  shortly  after  the  second  world  war 
(38),  indicate  that  the  alkali-labile  adducts  of  mustard  gas,  which 
we  interpret  as  ester  adducts  to.  e.g..  glutamic  acid,  are  stable  for 
weeks  or  even  months  in  the  skin  of  huswn  volunteers. 
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V.  CONCLUSIONS 

1.  Routes  for  the  synthesis  and  purification  of  the  mono-  and  di- 
adducts  of  mustard  gas  at  the  N7-position  of  guanine,  for  the 
monoadduct  at  the  06-position  of  guanine  and  at  N3  in  adenine, 
were  developed,  leading  to  full  characterization  of  these 
adducts . 

2.  The  hitherto  unreported  monoadduct  of  mustard  gas  at  the  N1 
position  of  guanine  has  been  identified  as  an  alkylation  product 
of  2 ' -deoxyguanosine  with  mustard  gas  in  aqueous  solution  at 
neutral  pH. 

3.  0-Acetylated  and  0-triraethylsiiylated  derivatives  of  thiodiglycol 
and  semi -mustard  gas  are  highly  useful  synthons  to  obtain 
monoadducts  of  mustard  gas  with  DNA  and  proteins. 

4.  The  monoadduct  of  mustard  gas  at  the  N7-position  of  guanine  was 
shown  to  be  the  major  DNA  adduct  upon  exposure  of  double -stranded 
calf -thymus  DNA  and  human  white  blood  cells  to  mustard  gas.  The 
corresponding  di -adduct  and  the  monoadduct  at  N3  of  adenine  were 
formed  to  a  lesser  extent,  whereas  the  monoadduct  at  06  of 
guanine  could  not  be  detected  with  the  available  techniques. 

5.  For  double-stranded  calf-thymus  DNA.  the  three  identified 
reaction  products  with  mustard  gas  represent  ca.  90X  of  all 
adducts . 

6.  Mustard  gas  is  a  very  effective  alkylating  agent:  even  in  human 
blood  treated  with  1  mN  mustard  gas.  1  out  of  124  guanine  bases 
is  converted  into  the  monoadduct  at  N7. 

7.  The  biologically  effective  concentration  of  mustard  gas  is  ca . 

I  pM.  as  evidenced  bv  survival  experiments  with  Chinese  hamster 
ovarv  cells. 

H.  Cross- 1  ^'ing  of  DNA  by  mustard  gas  in  Chinese  hamster  ovary 
cells  disappears  within  a  time  period  of  4  h. 

9.  Immunization  of  rabbits  with  calf -thymus  DNA  exposed  to  mustard 
gas  resulted  in  «  polyclonal  antiserum  W7/10  with  a  high 
specificity  for  adducts  of  DNA  with  mustard  gas. 

10.  With  the  polyclonal  antiserum  against  mustard  gas  adducts  of  DNA 
immunochemical  detection  methods  were  developed,  such  as  a 
competitive  ELISA  and  an  ELISA  used  in  the  screening  of  hybridoma 
cells  for  production  of  adduct-specific  antibodies,  based  upon 
the  use  of  single-stranded  calf -thymus  DNA  exposed  to  mustard  gas 
as  a  coating  smterial  for  the  wells. 
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11.  A  competitive  ELISA  was  developed  in  which  mustard  gas  adducts  to 
DNA  could  be  detected  with  a  minimum  detectable  amount  of  a  few 
femtomoles  of  adducts  per  well  and  a  selectivity  which  allows 
detection  of  one  monoadduct  at  N7  of  guanine  amongst  1.3x10^ 
unmodified  guanines. 

12.  A  suitable  procedure  was  developed  for  conversion  of  double - 
stranded  DNA  into  single-stranded  without  disrupting  the  N7- 
guanine  monoadduct,  which  allows  the  detection  of  adducts  in 
double -stranded  DNA  with  the  same  efficiency  as  in  single- 
stranded  DNA. 

13.  The  minimum  detectable  amount  in  the  ELISA  of  adduct  with  DNA  in 
human  white  blood  cells  exposed  to  mustard  gas  is  ca.  two  orders 
of  magnitude  higher  than  for  single -stranded  DNA,  probably  due  to 
shielding  by  the  complementary  strand  and  proteins  as  well  as  to 
interstrand  cross-linking,  all  preventing  optimal  presentation  of 
antigen. 

14.  Ko’^hods  for  the  synthesis,  purification  and  full  characterization 
of  the  mono-  and  dl -adducts  of  mustard  gas  at  the  N7-position  of 
guanoslne- 5' -phosphate  were  developed,  for  use  as  haptens  to 
generate  monoclonal  antibodies  against  such  adducts  in  DNA. 

15.  Hybridomas  were  isolated  which  produce  monoclonal  antibodies  that 
recognize  specifically  the  N7-guanine  adducts  with  an  intact 
imidazolium  ring  structure.  These  hybridomas  were  obtained  after 
immunization  of  mice  with  the  N7-substl luted  monoadduct  of 
mustard  gas  of  guanosine-5‘ -phosphate,  coupled  to  a  carrier 
protein  via  the  phosphate  moiety. 

16.  The  sensitivity  of  the  competitive  ELISA  with  the  monoclonal 
antibodies  is  similar  to  that  observed  in  the  assays  performed 
with  the  polyclonal  antiserum  W7/10. 

17.  A  single-cell  assay  has  been  developed  with  the  antibodies,  which 
allows  the  detection  of  adducts  in  DNA  of  human  skin  due  to 
exposure  to  non-blistering  Cl  values  of  mustard  gas  vapor. 

Adducts  are  still  detectable  up  to  48  h  after  exposure. 

18.  Since  mustard  gas  binds  almost  as  effectively  to  proteins  as  to 
ONA.  immunochemical  detection  of  mustard  gas-damage  for  dosimetry 
of  exposure  to  mustard  gas  based  on  protein  adducts  might  be 
advantageous  in  view  of  the  abundant  availability  of  proteins, 
provided  that  the  adducts  can  be  concentrated  by  way  of 
purification. 

19.  Onr  studies  on  the  reaction  products  resulting  from  alkylation  of 
model  peptides  with  mustard  gas  provide  valuable  information  on 
the  nature,  abundance  and  stability  of  the  amino  acid  adducts 
which  are  possibly  formed  upon  exposure  of  proteins  to  this 
agent . 
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20.  Cysteine  is  by  far  the  most  reactive  amino  acid  towards 
alkylation  by  mustard  gas. 

21.  Since  approximately  70%  of  the  adducts  of  mustard  gas  to  globin 
is  acid-  and/or  alkali-labile,  enzymatic  degradation  to  amino 
acids  and  peptides  might  be  a  more  viable  approach  to 
identification  of  the  adducts  than  the  standard  approach 
involving  complete  degradation  into  amino  acids  by  means  of  acid 
hydrolysis . 

22.  The  N-terminal  heptapeptide  from  the  o-chain  of  hemoglobin,  i.e., 
val -leu-ser-pro-ala-asp-lys ,  was  synthesized  and  mono-substituted 
with  mustard  gas  specifically  at  the  terminal  amino  group  of 
valine,  for  use  as  a  hapten  to  generate  monoclonal  antibodies 
against  adducts  of  mustard  gas  with  hemoglobin. 

23.  Alkylation  at  the  N-terminal  amino  group  in  the  o-chain  of 
hemoglobin  takes  place  upon  treatment  of  human  blood  with 
[^^Imustard  gas,  amounting  to  ca.  6%  of  the  total  radioactivity 
bound  to  hemoglobin. 

24.  Immunization  of  mice  with  the  N-terminal  heptapeptide  from  the  q- 
chain  of  hemoglobin,  mono -substituted  with  mustard  gas 
specifically  at  the  terminal  amino  group  of  valine  and  coupled  to 
a  carrier  protein  yielded  hybridomas  that  produce  monoclonal 
antibodies  of  the  IgM  type.  The  antibodies  recognize  hemoglobin 
alkylated  with  mustard  gas  but  are  not  sufficiently  selective  for 
practical  detection  purposes. 

2b.  Immunization  of  mice  with  mustard  gas-alkvlated  chicken 
gammaglobulin  yielded  hvhridomas  that  produce  monoclonal 
antibodies  of  the  IgH  type,  which  recognize  mustard  gas-treated 
hemoglobin. 

26.  Since  mustard  ga.s  appears  to  be  especially  reactive  towards 

cvsteine  and  possiblv  also  to  glutamic  acid  in  proteins,  mustard 
gas  adducts  to  these  amino  acids  bound  to  glv-gly-glv  are 
synthesized,  specifically  for  use  as  haptens  to  generate 
monoclonal  antibodies  for  immunochemical  detection  of  asistard  gas 
exposure  in  skin  biopsies 
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APPENDIX  A 

Molecular  vei^ht  distribution  of  fragments  in  alkali -denatured  DNA 
samples  with  randomly  induced  single-strand  breaks  and  interstrand 
crosslinks 

G.P.  van  der  Schans 

TNO  Medical  Biological  Laboratory,  P.0,  Box  45,  2280  AA  Rijswijk.  The 
Netherlands 

In  the  appendix  by  Van  der  Schans  et  ai .  (Ai).  added  to  the  paper  of 
Plooy  et  al .  (A2),  curves  h.ave  been  derived  and  presented  for  the 
calculation  of  the  average  number  of  interstrand  crosslinks  related 
to  the  fraction  of  DNA  eluted.  The  fraction  of  eluted  DNA  of  cells 
pretreated  t  '  th  a  cro.;;sl  inking  agent  and  subsequently  irradiated  was 
assessed  at  the  50Z  elution  point  of  DNA  of  cells  which  have  been 
only  exposed  to  radiation.  However,  in  the  case  of  irradiated  DNA, 
the  fraction  of  DNA  eluted  at  the  50X  point  cannot  be  determined 
accurately  because  the  amount  of  DNA  In  the  first  fraction  of  the 
elution  is  not  exactly  known  (due  to  the  presence  of  a  small  but 
varying  amount  of  fluorescing  material  not  related  to  DNA).  The 
effect  of  this  uncertainty  on  the  calculation  of  the  number  of 
interstrand  crosslinks  can  be  reduced  when  the  calculation  is  carried 
out  for  later  fractions  in  the  elution,  i.e.,  at  the  80X  point. 

For  non -crossl inked  DNA.  the  molecular  weight  of  single -stranded  DNA 
fragjuents  that  are  passing  through  the  filter  at  the  point  in  the 
elution  uurve  where  80. IX  of  the  material  has  been  eluted,  is  Just 
equal  to  3  times  the  number -averaged  molecular  weight  of  all 
fragments  (mj^).  when  a  random  distribution  of  the  breaks  over  the 
molecule  is  assumed.  Since  m^’^H/p.  F,q.  4  of  Van  der  Schans  et  al . 

(Al)  can  be  written  as: 

m 

Xm  «  I  m^*?  .  e*"/"»n  .  (1  •  e  <x/p)(m/«*n) )dR  (F.q.  A) 

o 

where  X*  is  the  weight  fraction  of  molecules  with  a  molecular  weight 
between  0  and  m  containing  at  least  one  link. 

The  value  p  is  the  average  number  of  breaks  m«hI  x  is  the  average 
number  of  links,  both  per  single -stranded  DNA  molecule  with  axilecular 
weight  M.  Solution  of  this  equation  yields: 

X«  -  1  •  (m/mn  ♦  l)e'**/*n  -  (1  ♦  x/p)‘^  ♦  (1  ♦  x/p)‘^. 

(m/mn  ♦  (m,'mn).(x/p)  e  i  jt* (F.q.  /) 

In  the  experimental  determination  of  crosslinks,  we  use  the 
percentagw  of  total  DNA  already  eluted  at  the  point  where  non- 
crossl inked  single -stranded  material  with  m*3m|)  is  expected  to  appear 
in  the  eluate  (the  80X  point).  It  is  relevant,  therefore,  to  ask  whst 
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will  be  the  elution  behavior  of  the  material  in  fraction  X3„n-  Which 
part  will  acquire  a  molecular  weight  >3mj^  by  the  crosslinking? 
Analogous  to  Van  der  Schans  et  al .  (Al),  this  question  can  be  easily 
answered  for  two  extreme  situations; 

1.  All  crosslinked  fragments  have  acquired  a  total  molecular  weight 
exceeding  Sm^  and  are  no  longer  eluted  in  the  category  m<3ron.  In 
this  case,  Eq.7  directly  gives  the  weight  fraction  that  disappears 
from  this  category.  Hence,  the  original  80. IX  fluted  with  m<3mn 
will  be  reduced  to  O.SOl-X^^jyj. 

2.  Only  the  fragments  crosslinked  to  pieces  with  m>3mp  disappear  from 
the  category  with  m<3fflp.  As  the  crosslinks  have  a  random 
distribution  and  since  -  by  definition  -  0.199  of  the  material  has 
a  molecular  weight  >3mp.  in  this  case  only  19. 9X  of  the  crosslinks 
will  be  effective  in  shifting  the  fragments  to  the  category  with 
m>3iin.  This  implies  that  in  Eq.  7,  x  has  to  be  substituted  by  the 
number  of  effective  crosslinks,  i.e.,  by  0.199x.  in  order  to 
obtain  the  weight  fraction  of  material  disappearing  from  the 
population  with  m<3m(). 

In  Figure  Al ,  the  weight  fraction  expected  to  be  collected  in  the 
eluate  at  the  point  when  80. IX  would  have  been  eluted  in  the  absence 
of  crosslinks,  has  been  plotted  as  a  function  of  x/p,  for  both  cases. 
It  will  be  clear  that  the  real  curve  will  lie  somewhere  between 
these  two  extremes. 


Figure  Al .  The  fraction  of  irradiated  DMA  treated  with  mustard  gas 

eluted  at  the  80, IX  elution  point  of  irradiated  untreated 
DNA  as  a  function  of  x/p.  Curve  a:  0.199  of  the  links  in 
molecuies  with  molecular  weight  m<3s^  result  in  a 
retention  beyond  the  80. lx  elution  point;  curve  b;  all 
links  in  molecules  with  m<3m|)  result  in  retention  up  to  or 
beyond  the  80. tX  elution  point;  curve  c:  best  estimate  of 
the  real  curve  on  the  basis  of  the  subdivision  of 
molecules  with  m<3a4,  into  four  weight  categories. 
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For  a  better  approximation  of  this  real  curve,  it  has  to  be 
considered  which  fraction  of  the  molecules  with  nKSm^  that  are 
crosslinked  to  fragments  of  the  same  category  will  become  larger  than 
3mn  because  of  this  combination.  As  a  first  approach,  this  group  of 
fragments  can  be  subdivided  into  the  following  classes  of  molecules; 

al :  with  m  between  0  and  0.75mp 
a2:  with  m  between  0.75fflp  and  li5mp 
a3;  with  m  between  l-Srop,  and  2.2Sm^,  and 
a4:  with  m  between  2.25mj,  and  3m^. 

Integration  of  F.q-  I  of  Van  der  Schans  et  al  .  (AI)  over  these 
Mitervals,  with  the  use  of  Eq.  3  from  that  paper,  shows  that  17. 3X 
falls  into  category  al .  26.9%  into  category  a2.  21. 5X  into  category 
a3  and  14.41  into  Ciircgury  a4.  As  the  number  of  links  is  proportional 
to  the  aaoMnt  ot  DNA.  the  links  will  show  the  same  distribution.  In 
either  class.  0.199  of  the  links  will  be  connected  to  fragments  with 
(according  to  the  abc-ve  situation  2). 

Combination  of  a  fragment  of  category  al  with  a  fragment  of  either 
categcff  ai.  a2.  or  a3  will  certainly  result  in  material  with  m<3m„. 
Ciiablnarion  of  a  fragment  of  category  a2  with  a  fragment  of  category 
a4  will  result  in  material  with  m>3mn.  whereas  a  will  remain  <3mn 
when  two  molecules  of  class  a2  are  crosslinked  or  if  a  fragment  of 
category  a2  is  linked  to  a  fragsierir  of  category  al  and  so  on.  In  the 
Table  Al  the  possible  combinations  are  summari /.ed .  With  the  use  of 
Eq.7  we  can  calculate  the  weight  fraction  of  fragments  containing  a 
link  in  the  categories  al,  a3  and  «4,  as  a  function  of  x/p. 

Table  Al .  Possible  combi  tuitions  of  .linked  fragments  with  m  larger  or 
smaller  than  Im,^ 


Class 

BK3mn 

al:  (17.31) 

eUai 

alea2 

(0.199s) 

alea3 

(0.657s) 

a?:  (76.9X) 

a2+a4 

a2+al 

(0.344s) 

d2+a2 

(0.442s> 

al:  (?1.5X) 

s  3*a  3 

aleal 

a.3+a4 

(0.!i49s> 

{0.173s) 

a4;  (14, 4Z) 

a4ea2 

se+al 

s4-m4 

(0.827s) 

As  the  breaks  are  random,  it  can  be  considered  a  matter  of  chance 
whicli  two  links  (indifferent  fragments)  are  connected  together.  This 
implies  that  only  19. 9t  of  the  links  in  material  of  class  at  will 
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result  in  material  with  m>3mj^.  Consequently,  in  the  formula  used  for 
the  calculation  of  X^]^,  x  should  be  replaced  by  0,199x  in  order  to 
arrive  at  the  fraction  that  with  certainty  is  no  longer  eluted  before 
the  80. IX  point.  For  the  calculation  of  Xa2.  x  should  be  replaced  by 
0.344x:  for  Xa3,  0.559x  and  for  Xa4  by  0.827x. 

Calculation  of  the  sum  of  X^x .  Xa2.  ^33  and  Xg^  with  respectively 
0.199x,  0.344x,  0.559x  and  0.827x,  for  the  various  values  of  x/p 
between  0  and  2  yields  a  corrected  version  of  curve  a  in  Figure  Al. 

In  an  analogous  manner  curve  b  can  be  corrected  upwards  by  adding  X^i 
(0.657x),  Xa2  (0.442x)  and  Xa3  (0.173x).  In  this  way  the  distance 
between  the  two  graphs  can  be  narrowed  from  14. 7X  at  x/p-0.2  to  3.2X, 
whereas  at  x/p-0.86  the  curves  even  cross  each  other.  The  latter  has 
to  be  ascribed  to  an  overcorrection  of  curve  b,  since  it  has  not  been 
taken  into  account  that  at  high  x/p  values  more  than  two  different 
fragments  can  be  linked  together,  resulting  in  molecules  with  m>3mf|. 
So,  the  corrected  curve  a  in  Figure  Al  is  a  fair  approximation  of  the 
real  curve  in  the  range  x/p  0.86-2,  whereas  for  x/p  0-0.86  an  average 
of  the  corrected  curves  of  a  an  b  (curve  c)  a  fair  one. 

More  refirad  calculations  are  without  meaning!  because,  as  mentioned 
above,  in  this  approach  the  possibility  is  ignored  that  more  than  2 
fragments  are  linked  together  when  multiple  links  per  fragsient  are 
present,  which  will  lead  to  Inaccuracies  in  particular  at  higher 
values  of  x/p. 
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APPENDIX  B 

D.efec.tion  with  a  diode  array  detector  of  adduct  peaks  from  calf- 
thvmus  DNA  exposed  to  1  mM  mustard  gas 

HPLC  conditions: 

Pump  :  Waters  Associates 

Flow  (ml/min) :  1.0 

Eluent  ;  0.025  M  ammonium  bicarbonate  in  20X  aqueous  methanol 

Column  :  Beckman;  250  x  5  mm;  ultrasphere  ODS;  5  /im 

Detector  :  Waters  Associates.  Diode  Array,  190-350  nm 

Sample  :  calf-thymus  DNA,  treated  with  1  mM  mustard  gas  (45 

min,  37  ^C),  degraded  enzymatically  into  nucleosides, 
heat  treated  (10  mia,  100  °C), 

Figure  B1  shows  the  HPLC  chromatogram  of  the  sample  described  above. 
Of  the  six  main  components  the  UV  spectra  are  shown  which  agree  with 
the  spectra  of  commercially  available  markers  and  the  synthesized  and 
characterized  adduct  markers  (dC:  2* -deoxycytidlne :  dmC:  ?*-deoxy- 
methylcytidine;  dC:  2'-daoxyg«anosine;  T:  thymidine;  dA:  2*-deoxy- 
adenosine;  N7-G-HD:  N7- (2 * -hydroxyethylthloethyl) -guanine.  Figure  B2 
shows  an  enlargement  of  the  HPLC  chromatogram  from  8-25  min,  which 
reveals  the  presence  of.  N3-(2' -hydroxyethylthioethyD-adenine  (N3-A- 
HD)  and  di- (2-guanin-7* -yl -ethyl )  sulfide  (N7-G-HD-G).  The  UV  spectra 
of  these  two  adducts  are  shown  in  Figure  B3, 
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Figure  Bl,  HPLC-chroMtograa  and  UV  spectra  of  calf'thymis  DNA  after 
treattwnt  with  1  mH  ouatard  gas  for  Ali  atn  at  37  ^C.  and 
ensyaatic  degradation  into  nucleosides.  The  absorbance  at 
283  na  was  recorded  with  a  diode  array  detector  (Waters 
Associates:  190*330  na).  dC:  2* •deoxycyttdlne:  daC:  2'* 
deoxy*aethylcytidine:  dC:  2**  deoxyguanosine;  T; 
thyaidine;  dA:  2' «deoxyadenoslne:  N7*C*HD:  N7*(2' ‘hydroxy* 
ethyl thioethyl ) ‘guanine . 
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Figur«  B2.  Enlargsacnc  of  the  HPLC  chroMtograa  shown  in  Figurt  El 
for  retention  tiaes  in  between  8  and  2i>  sin.  N3>A>HD;  N3- 
(2* •hydroxyethylthioethyl)*edenine;  N7>C-HD*G:  dl*(2> 
gusnin>7'*yl-ethyl)  aulKde. 
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Figure  B3.  UV  spuecre  of  N3>(2* -hydroKyethylchloochyl )*ad«nln«  (N3*A* 
HD)  «nd  dl‘(2*gu«nln>7'>yl>othyl)  tulfidi*  (N7*C-HD-C) 
recorded  with  e  diode  errey  detector  (Ueters  Aaeocietee; 
190*330  m).  Both  coapounds  were  detected  in  calf-thyaue 
DMA  after  treacaent  with  I  aM  auatard  gas  for  43  ain  at 
37  and  enxyaatic  degradation  into  nucleosides . 
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APPENDIX  C 


Column  type  :  Llchrosorb  RP-18  (AR270) 

Particle  size  (/im):  7 

Length  (cm)  :  25 

Diameter  (mm)  ;  5 

Eluent  :  gradient : 

eluent  A:  50  mM  anaBonium  acetate 
eluent  B:  50  mM  ammonium  acetate:  methanol  (6/4) 
In  20  min  linear  gradient  from  lOOX  A  to  lOOX  B 
Flow  (ml/fflin)  :  1.5 

pH  :  7 

Sample  :  calf-thymus  DNA.  treated  with  ImH  mustard  gas, 

enzymatically  degraded  into  nucleosides,  heat 
treated  (10  min.  100  *^C) 


Tip  temperature  (°C) 
Source  temperatute  (^C) 
Discharge  (on/off) 

Mode  (pos/neg  ions) 
Repel ler  (volt) 
Multiplier  (volt) 

Ion  energy  (volt) 

Scan  conditions 


260-250 

230 

off 


100-450  in  1  sec. 


Figure  Cl  shows  the  mass  chromatograms  at  single  ion  monitoring  of 
the  molecular  ions  (HH'*')  of  the  various  peaks  (dC:  2* -deoxycytidine; 
dmC:  2* -deoxy-methylcytidine:  dC:  2'-deoxyguanosin«;  T:  thymidine: 
dA:  2* -deoxyadenosine:  N7-C-HD:  N7'(2*-hydroxyethylthioethyl)- 
guanine;  N3-A-HD:  N3- (2 ' -hydroxyethylthloethyl) -adenine:  N7-C-H0-C: 
di-(2-guanin-7*-yl-ethyl>  sulfide:  TDG:  thiodiglycol) .  Figure  C2 
shows  the  complete  mass  spectra  of  the  various  peaks. 
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Figure  Cl.  Nasc  chroMtograa  (theraospray  MS)  of  calf-thyaus  DMA 

after  treataent  vith  t  aH  austard  gaa  for  AS  ain  at  37  °C. 
and  enzyaattc  degradation  into  nucleosides.  dC:  2'* 
deoxycytidine;  daC:  2*-deoxy*aethylcytldine;  dC:  2** 
deoxyguanosine;  T:  thyaidine;  dA:  2* -deoxyadenosine:  N7*C- 
HD:  N7*(2' -hydroxyethylthioethyl )'guanine;  N3*A>HD:  N3- 
(2* -hydroxyethylthioethyl) 'adenine:  H7*C-HD*C:  di‘(2‘ 
guanin‘7*‘yl*ethyl)  sulfide:  TDG:  thiodlglycol . 
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Figur**  C2.  Th*raoipr«y  Mt«  spectra  of  calf*thy«us  DMA  aftor 

trtataant  with  I  alt  cuatard  gas  for  AS  aln  at  37  *^C.  and 
anzyMtlc  dagradation  into  nucltoaidat.  dC;  2'* 
daoxycytidina;  daC:  2*>daoxy-aatbylcytidlna:  dC:  2’- 
daoxyguanoaina:  T:  thyaidlna;  dA:  2' -daoxyadanoilne:  N7-C 
HD;  N7*(2* -hydroxyathylthloathyl)^guanlna:  M3*A“H0:  N3* 
(2’ •hydroxyathyithioathyl)>adanina:  N7*C-H0-C:  di*(2* 
guanin*7'>yl-athyl)  aulflda;  TOC;  thtodiglycol . 


293 


BIBLIOGRAPHY  OF  PUBLICATIONS  AND  MEETING  ABSTRACTS 

BENSCHOP,  H.P..  MOES,  G.W.H.,  FIDDER,  A.,  SCHEFFER.  A.G.,  AND  VAN  DER 
SCHANS,  G.P.  (1989).  Imnunochenlcal  detection  of  nustard  gas  adducts 
with  DNA;  identification  of  the  adducts.  Proceedings  of  the  1989 
Medical  Defense  Bioscience  Review,  U.S.  Arny  Medical  Research  and 
Oevelopner.t  Cosnand.  August  1989.  pp.  1-8. 

SCHEFFER,  A.G. ,  VAN  DER  SCHANS,  G.P.,  AND  BENSCHOP,  H.P.  (1989). 
Dosiraetry  of  HD-DNA  adducts  by  ionunochemical  oethods  after  exposure 
of  maonalian  cells  to  sulfur  mustard.  Proceedings  of  the  1989  Medical 
Defense  Bioscience  Review.  U.S.  Amy  Medical  Research  and  Development 
Command,  August  1989,  pp.  67-70. 

BENSCHOP,  H.P.,  MOES.  G.U.H.,  FIDDER,  A.,  VAN  DEN  BERG.  G.R. .  VAN  DER 
HOLST.  J.P.J..  BRENKMAN,  T. ,  SCHEFFER.  A.G..  AND  VAN  DER  SCHANS,  G.P. 
(1990).  Immunochemical  detection  of  mustard  gas  adducts  with  DNA  and 
proteins:  identification  of  the  adducts.  Proceedings  of  the  Meeting 
of  NATO  AC/243  Panel  8  RSG  3.  November  1989.  The  Hague,  pp.  21.1- 
21.19. 

SCHEFFER.  A.G..  VAN  DER  SCHANS,  G.P..  AND  BENSCHOP .  H . P .  (1990). 
Dosimetry  of  HD-DNA  adducts  oy  immunochemical  methods  after  exposure 
of  mammalian  cells  to  sulfur  mustard,  Proceedings  of  the  Meeting  of 
NATO  AC/243  Panel  8  RSG  3.  November  1989.  The  Hague,  pp.  22.1-21.26. 

BENSCHOP.  H.P..  SCHEFFER.  A.C..  VAN  DER  SCHANS,  C.P.,  AND  BAAN,  R.A. 
(1991).  Verification  of  exposure  to  chemical  agents;  immunochemical 
detection  of  exposure  to  mustard  gas,  Proceedings  of  the  Meeting  of 
NATO  AC/243  Panel  8  RSG  3,  April  1991,  La  Tronche/Urenoble.  pp.  148- 
166. 

BENSCHOP.  H.P..  SCHEFFER.  A.C..  VAN  DER  SCHANS.  C.P.,  AND  BAAN.  R.A. 
(1991).  Immunochemical  diagnosis  and  dosimetry  of  exposure  to  sulfur 
mustard.  Proceedings  of  the  1991  Medical  Defens*  Bioscience  Review, 
U.S.  Army  Medical  Research  and  Development  Command.  August  1991.  pp. 
67-74. 

VAN  DER  SCHANS.  C.P..  AND  BENSCHOP.  H.P.  (1991).  Immunochemical 
detection  of  adducts  to  DMA  after  exposure  of  mammalian  cells  to 
sulfur  mustard.  Proceedings  of  the  1991  EUROTOX  Congress,  p.  273, 

VAN  DER  SCHANS.  C.P..  SCHEFFER,  A.C.,  HARS-CROENENDIJK,  R..  BAAN, 

R.A..  AND  BENSCHOP,  H.P.  (1991).  Verification  of  exposure  to  chemical 
agents:  imaxtnochemlcal  detection  of  exposure  to  mustard  gas. 
Proceedings  of  the  Fourth  Cerman-Netherlands  Symposium  on  "Protection 
against  Highly  Toxic  Compoiuids*,  September  1991.  Rijswljk,  pp.  283- 
288. 

BENSCHOP.  H.P.,  DE  JONG.  L.P.A..  VAN  DER  SCHANS.  C.P.,  AND  BAAN,  R.A. 
(1992).  Diagnosis  and  dosimetry  of  exposure  to  sulfur  mustard. 
Proceedings  of  the  Program  Review:  Biotechnology,  U.S.  Army  Medical 
Research  Institute  of  (%emieal  Defense,  Hay  1992. 


c 


-  296  - 


LIST  OF  PERSONNEL  RECEIVING  PAY  UNDER  THIS  GRANT 


From  the  TNO  Prlns  Maurits  Laboratory: 

Mrs.  C.W.  van  Baarle  Mr.  R.  Eerligh  Mr.  G.W.H.  Moes 

Dr.  H.P.  Benschop  Mr.  A.  Fidder  Mrs.  M.  Reaijn 

Mrs.  J.  van  der  Berg  Mr.  G.  Gravenade  Mr.s.  P.E.M.  Schroders 

Mr.  G.R.  van  den  Berg  Mrs.  S.E.  Grootes  Mr.  H.  Schuyt 

Mr.  J.E.P.  Bonne  Mr.  J.P.J.  van  der  Holst  Mr.  H.C.  Trap 

Mr.  G.A.  Bosaan  Mr.  A.G.  Hulst  Mr.  J.J.  TusschenLroek 

Mr.  J.V.  Bocna  Mr.  A.L.  de  Jong  Mr.  H.A.  Versteegh 

Mrs.  T.  Brenkaan  Mr.  S.H.  van  Krlapen  Mr.  P.E.J.  Verwiel 

Mr.  R.P.E.  van  Daaae  Mr.  J.  van  Laar  Hts.  M.  Vos 

Mrs.  A.H.  Due  Mr.  J.C.  Makkus  Mr.  E.R.J.  Wils 


Froa  the  TNO  Medical  Biological  Laboratory: 

Dr.  R.A.  Baan  Mrs.R.  Mars’-Groenendl jk  Mrs. A.  Scheffer 

Or.  F.  Berends  Dr.  L.  Rosa  Mr.  M.  Schellekens 

Dr.  E.  Claassen  Dr.  G.P.  van  der  Schans 


